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i mensisquc nostris rasa quibua eaculen- 
I repos'itoiiia liquentia diras teropestatei 
prainutinant.'" — C. Plin. Nat. Hist., Lib. 

TN the year 1812, my attention was attracted by the 
-*- passage above extracted from Pliny, which appeared 
to me, by the interpretation which I affixed to it, to 
point to a natural phenomenon which might be ren- 
dered eabservient not only to prognostications of the 
weather, according to tlie snggestion of that accurate 
observer, but to some of the more refined purposes 
of modern science. I was, however, for some time 
doubtful how far the interpretation which had occurred 
to me could be borne out by the translation of the 
expression escidentum; as it was a necessary condition 
to this interpretation, that whatever was served up in 
the vasa should have been cold. 

The passage is thus rendered into English in a very 
old translation which I consulted: -And to conclude, 
and make an end of this discourse; whensoever you 
see, at any feast, the dishes and platters whereon your 
meat is served up to the board, sweat or stand of a 
dew, and leaving that sweat which is resolved from 
them either upon dresser, cupboard, or table, be assured 
B2 
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tins: it it a tok€ii of terrible tempests approaching ♦-" 
Vwii Tf^frring to pereral competent judges, they con- 
finned iiiT conjecture, and agreed with me in thinking, 
that the dew or sweat, so accurately described as form- 
inr, in particular kinds of weather, upon vessels in 
wbicL food was sened up, could only have arisen from 
depre*?*:ion of temperature. 

Tliis, perhaps, will therefore be considered as one 
of the most curious cases upon record, in which the 
sagacity of the ancients anticipated an observation 
which has been held to be peculiarly demonstrative of 
the superior refinements of the present state of expe- 
rimental philosophy, and may settle a disputed claim 
to the honour of priority of discovery amongst the 
existing race of natural philosophers. 

However this may be, my mind was thus directed 
to the deposition of moisture which takes place upon 
certain bodies when brought into an atmosphere 
which is warmer than themselves; and following up 
the suggestion of Pliny, I readily conceived that the 
fact was connected with meteorological phenomena; 
and that experiments, founded upon it, might be 
devised to elucidate the relation of air to vapour. I 
shortly after applied myself seriously to the inquiry, 
and was soon satisfied of the accuracy of the 
conjecture. 

The manner in which I proceeded at that time, 
was as follows : — I made a mixture of two salts calcu- 
lated to produce cold by their solution; I then arranged 



♦ Translation of C. Puny, by Philemon Holland. 1601. 
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lialf a dozen drinking-glasses upon a beard, each fur- 
nished with a thermometer, and poured water into one 
of them. I added a teaspoonful of the freezing mix- 
ture, which invariably produced a copious dew upon 
the exterior of the glass. I emptied the contents of 
the first glass into the second, and so into the third, 
&e., till the liquor, gradually acquiring heat by the 
process, arrived at such a temperature as no longer to 
produce any condensation upon the vessel. This point, 
as marked by the thermometer, was noted, and found 
to vary, very considerably, in relation to the tempera- 
ture of the air, according to different states of the 
atmosphere. 

T kept a journal of the weather for several months; 
registering the variations of the barometer, thermo- 
meter, De Luc's hygrometer, and the temperature at 
which moisture was condensed, and obtained some 
very interesting results. 

I afterwards varied my apparatus in the follomng 
manner: — I procured five small hollow cylinders of 
brass, three inches in diameter, and four inches in 
height, fitted with a small cock in the bottom of each. 
These were very highly polished, and placed in a frame, 
one immediately over another, so that by turning the 
cock, the contents of the upper would flow into that 
immediately beneath it. I put the cold liquid into the 
top cylinder; and when steam was produced upon its 
surface, suffered the solution to run into the next, and 
BO on to the third, &c., till all conden^^atinii ceased; 
when the temperature was marked as before, I found 
this apparatus very sensible, the bright surface of the 
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metal beiog Tisibhr oksrai^ br tW dbekliKt fifan «r 
moistiire. These e^q^rimenls vine. lH>wi^ier« tratUe- 
some, and required miicli time to issue acMRKT. TW 
results I forbear from pardcioiarlT detailii^^^ as tberaie 
superseded bribe more exact obeemlioas wUtb I ba^ce 
been enabled to make with tbe instrament wUtb I 
am about to describe* 

It was not till manr montbs after I bad comme«Ked 
this course of inquinr« that I discoTered that tbe mode 
of investigatiou which had been sugjeested to me bv 
the observation of the Roman naturalists was not so 
new as I had conceived it to be. The same principle 
had been applied by the Academicians del Cime^ito 
(the restorers of ext>erimental philosophy^ as they have 
been very projwrly called), to the purposes of hygnv 
metry. 

Thoy took a glass vessel of a conical form, and 
kept it full of snow or pounded ice. This vessel 
was suspended in the open air with its )>oint down* 
wards, and the moisture which was condenscil u)Kin iU 
trickled down its sides, and dropped from the point of 
the cone. The frequency of the drojis, was applied by 
them, as a measure of the humidity of the atmosphere. 
M. le Roi also, adopting the same idea, simplified its 
application by putting water into a gloss vessel, and 
gradually lowering its temperature, by means of ice, 
till the appearance of a slight dew upon the surface 
denoted the point of saturation. The temperature of 
this point he measured, by means of the thermometer. 
He Judged of the humidity of the air by the greater or 
10 degree of depression necessary to produce pre- 
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"cipitation. Lastly, Dr. Daltoii, in his " Essay upon the 
force of steam or vapour from water and other liquids 
at different temperatures," (read before the Literary 
and Philosophical Society of Manchester, and pub- 
lished in the fifth volume of their Memoirs, one of an 
interesting series, whicli it would be difficult to match 
for originality and sound philosophical induction,) thus 
describes his method of finding the force of the aqueous 
vapour : — 

" I usually take a tall cylludrical glass Jar, dry on 
the outside, and fill it with cold spring-water, fresh 
from the well ; if dew be immediately formed on the 
outside, I pour the water out; let it stand awhile to 
increase in heat, dry the outside of the glass well with 
a linen cloth, and then pour the water in again: this 
operation is to be continued till the dew ceases to be 
formed, and then the temperature of the water must 
be observed. Spring-water is generally about 50°, 
and will mostly answer the purpose the three hottest 
months of the year: in other seasons an artificial cold 
mixture is required." 

The discovery of want of originality damped for a 
time the ardour of a laborious pursuit; but I had 
been impressed with the great utility of any contriv- 
ance which might enable an observer to mark with 
precision, neatness, and expedition, the constituent 
temperature of atmospheric vapour. Upon reading 
the account of the ingenious contrivance of Dr. Wol- 
laston, which he has termed the Cryophorus, the 
subject again occurred to me; and I received from 
that instrument the hint, which, after many trials, led 
to the completion of my hygrometer. 
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§ 2. CONSTRUCTION AND ATMOSPHERICAL USES. 

Fig. 1, in the plate which faces the title-page of 
the present volume, represents the instrument in its 
full dimensions; a and b are two thin glass balls of 
1^ inch diameter, connected together by a tube, having 
a bore about ^th inch. The tube is bent at right 
angles, over the two balls, and the arm b c contains a 
small thermometer d e^ whose bulb, which should be of 
a lengthened form, descends into the ball b. This ball 
having been about two-thirds filled with ether, is 
heated over a lamp till the fluid boils, and the vapour 
issues from the capillary tubey*, which terminates the 
ball a. The vapour having expelled the air from both 
balls, the capillary tube / is hermetically closed by 
the flame of a lamp. This process is familiar to those 
who are accustomed to blow glass, and may be known 
to have succeeded after the tube has become cool, by 
reversing the instrument and taking one of the balls 
in the hand, the heat of which will drive all the ether 
into the other ball, and cause it to boil rapidly. The 
other ball a is now to be covered with a piece of 
muslin. The stand yhis of brass, and the transverse 
socket t is made to hold the glass tube in the manner 
of a spring, allowing it to turn and be taken out with 
little difficulty. A small thermometer k I is inserted 
into the pillar of the stand. The manner of using the 
instrument is this: — ^After having driven all the ether 
into the ball b by the heat of the hand, it is to be 
placed at an open window, or out of doors, with the 
ball b so situated that the surface of the liquid may 
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be iipou a level with tlie eye of the observer. A little 
ether is then to be dropped upon the covered ball. 
Evaporation immediately takes place, which, producing 
cold upon the ball a, causes a rapid and continuous 
condensation of the ethereal vapour in the interior of 
the instrument. The consequent evaporation from 
the included ether, produces a depression of tempe- 
rature in the ball b, the degree of which is measured 
by the thermometer d e. This action is almoet in- 
stantaneous, and. the thermometer begins to fall iQ 
two seconds after the ether has been dropped. A 
depression of 30 or 40 degrees is easily produced, and 
J have seen the ether boil, and the tliermometer 
driven down below 0^ of Fahrenheit's scale. The 
artificial cold, thus produced, causes a condensation of 
the atmospheric vapour upon the ball 6, which first 
makes its appearance in a thin ring of dew, coincident 
with the surface of the ether. The degree at which 
this takes place is to be carefully noted. A little 
practice may be necessary to seize the exact moment 
of tlie first deposition; but certainty is very soon ac- 
quired. It is advisable, when tlie instrument has been 
constructed with a transparent ball, to have some dark 
object behind it, such as a house, or a tree; as the 
cloud is not so readily perceived against the open 
horizon. The depression of temperature is first pro- 
duced at the surface of the liquid, where evaporation 
takes place; and the currents, which immediately 
ensue to efTect an equilibrium, are very perceptible. 
The bulb of the thermometer d e, is not quite im- 
mersed in the ether, that the line of greatest cold may 
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pass through it. In very damp or windy weather the 
ether should be very slowly dropped upon the ball, 
otherwise the descent of the thermometer will be so 
rapid as to render it difficult to be certain of the 
degree. In dry weather, on the contrary, the ball 
requires to be well wetted more than once, to produce 
the requisite degree of cold. If at any time there 
should be reason to suspect the accuracy of an obser- 
vation, it may easily be corrected by observing the 
temperature at which the dew upon the glass again 
disappears : the mean of the two observations (whose 
errors, if any, will lie in contrary directions,) will give 
the true result. It is obvious that care should be 
taken not to permit the breath to affect the glass. 
With these precautions the observation is simple, 
expeditious, easy, and certain. 

Being desirous of ascertaining whether the superior 
power of metals in conducting heat, together with the 
high polish of which they are susceptible, might not 
be rendered conducive to the perfection of the hygro- 
meter, I endeavoured to modify its form in such a 
way as to allow of their being employed in its con- 
struction. After some unsuccessful trials I completed 
one, which is given in the figure on the opposite page. 

The balls a and A, together with their connecting 
tube, are made of very thin brass. To the orifice y 
is soldered a small piece of platinum tube, which, from 
its property of welding with glass, allows of the junc- 
tion of a piece of glass tube, and, after the instrument 
has been boiled as before directed, may be hermeti- 
cally closed in the usual way. The thermometer d e 
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is so constructed that its bulb, which is inclosed in 
the ball b^ is rather less than the diameter of its stem, 
which is made proportionably thick. It is ground air- 
tight into a collar of brass, made for its reception on 
the top of the ball. The ball a is covered with 
muslin, and the ball b is very highly polished. The 
advantages which I looked for in this construction of 
the instrument were two: first, I expected that an 
unpractised observer might more readily be able to 
mark with precision the instant of the first precipita- 
tion of the dew. The white mist is directly seen, 
whereas a little experience is required to obtain an 
equal degree of certainty with the transparent glass. 




Secondly, I imagined that its sensibility might be 
increased by extending, at pleasure, the scale of the 
thermometer de. The divisions of the thermometer 
included in the glass instrument are necessarily small ; 
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but those of the external thermometer may be made 
of any required magnitude, without rendering the 
bulk of the whole inconveniently great. 

It was also an important object to ascertain whether 
any hygrometric property of the glass, or difference 
between it and the metal in attraction of moisture, 
would have any appreciable effect upon the condensing 
power. 

Long experience has, however, convinced me that 
the metallic hygrometer possesses no real superiority 
over the glass one. The visibility of the deposition in 
the latter is rendered perfect by making the condensing 
ball of black glass, and viewing it by reflected light in 
the manner of a mirror ; and I never could perceive 
any difference in the sensibility of the two instru- 
ments. 

Thus much on the construction of the hygrometer: 
it is simple and easy. Its graduation depends upon 
no arbitrary or disputed determinations of wet and 
dry : it is liable to no deterioration from use, age, or 
accidental circumstances ; and above all things, when- 
ever, or by whomsoever made, it is incapable, in proper 
hands, of affording erroneous results. It may be 
more or less boiled ; the vacuum may be more or less 
perfect ; and it may, consequently, require the affusion 
of a larger or smaller quantity of ether to m^ake it 
act: but (provided the thermometer be correct) the 
observation, when obtained, cannot deceive. Its 
determinations are, therefore, as strictly comparable 
one with another, under all circumstances, as those of 
the barometer or the thermometer. 
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In describing tbe various uses and applicationa of 
the hygrometer, I shall commence with the most 
popular ; its use, namely, as a weather-glass. 

When consulted with a view of predicting the 
greater or less probability of rain, or other atmospheric 
changes, two things are to be principally attended to 
— the difference between the constituent temperature 
of the vapour, and the temperature of the air; and 
the variation of the dew-point. In general, the 
chance of rain, or other precipitation of moisture from 
the atmosphere, may be regarded as in inverse pro- 
portion to the difterence between the two thermo- 
meters: but in making this estimate, regard must be 
had to the time of day at which the observation is 
made. In settled weather the dryness of the air 
increases with the diurnal lieat, and diminishes with 
its decline; for the constituent temperature of the 
vapour remains nearly stationary. Consequently, a 
less difference at morning or evening is ecjuivaleut to 
a greater in the middle of the day. 

But to render the observation most completely 
prospective, regard must be had at the same time to 
the movement of the dew-point. As the elasticity of 
the vapour increases or declines, so does the probability 
of the formation and continuation of rain. An in- 
creasing difference, therefore, betM-een the temperature 
of the air, and the temperature of the point of conden- 
sation, accompanied by a fall of the latter, is a »ure 
prognostication of fine weather; while diminished heat, 
and a rising dew-point, infallibly portend a rainy sea- 
son. The mean resulta for the different periods of the 



14 CONSTRUCTION AND USES 

year, determined by sufficient observation, afford accu- 
rate standards of comparison whereby to judge of the 
state of the yapour; and the particulars recorded in 
the Essay upon the Climate of London, will not be 
without their use in this respect. In winter, when 
the range of the thermometer during the day is small, 
the indication of the weather must be taken more from 
the actual rise and fall of the point of condensation, 
than from the difference between it and the tempera- 
ture of the air. It must be remembered that a state 
of saturation may exist, and precipitation even take 
place in the finest weather, and under a cloudless sky; 
but this is when the diurnal decline of the temperature 
of the air, near the surface of the earth, falls below an 
unfluctuating term of precipitation ; and it is probable, 
that at some period or other of the twenty-four hours, 
this term is always passed. The radiation of the earth, 
in the absence of the sun, cools the stratum of air in 
contact with it; and a slight precipitation takes place, 
of so little density as totally to escape the observation 
of the eye. At other times it becomes visible, and 
assumes the appearance of mist or fog. Under such 
circumstances, the hygrometer will sometimes exhibit 
a different kind of action. If it be brought from an 
atmosphere of a higher temperature into one of a 
lower degree, in which condensed aqueous particles are 
floating, the mist will begin to form at a temperature 
several degrees higher than that of the air. The heat 
emanating from the ball of the instrument, dissolves 
the particles of water^ and forms an atmosphere around 
it of greater elasticity than the surrounding medium; 
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BO tliat, when it is put in action, the point of deposi- 
tion is proportionably raised. This action does not 
at all interfere witli the determination of the real force 
and quantity of vapour ; for, in all such cases, the full 
saturation of tlie atmospheric temperature must have 
place, and. consequently, the temperature of the vapour 
must he coincident with that of the air. 

This kind of precipitation, which may often he 
detected by the hygrometer, when it would otherwise 
escape notice, far from being indicative of rain, gene- 
rally occurs in the most settled weather. It is analo- 
gous to the formation of dew, and is dependent upon 
the same cause, the radiation of tlie earth, which can 
only take place under an unclouded sky. 

A sudden change in the dew-point, is generally 
accompanied by a change of wind; but the former 
sometimes precedes the latter by a short interval; and 
the course of the aerial currents may be anticipated 
before it affects the direction of the weather-cock, or 
even the passage of smoke. 

My own experience, and the testimony of others, 
assure me that the hygrometer, thus applied, is more to 
be depended upon than any instrument that has yet been 
proposed. Even when its indications are contrary to 
those of the barometer, reliance may be placed upon 
them; but simultaneous observations of the two most 
usefully correct each other. The rise and fall of the 
mercurial column is, most probably, primarily depen- 
dant upon the state of the upper regions of the atmo- 
phere, with regard to heat and moisture. Local pfii/sicai 
alterations of its density, thus partially brought about. 




16 CONSTRUCTION AND USES 

are mechanically adjusted, and the barometer gives us 
notice of what is going on in inaccessible regions. A 
rise in the dew-point, accompanied by a fall of the 
barometer, is an infallible indication that the whole 
mass of the atmosphere is becoming imbued with 
moisture, and a copious precipitation may be looked 
for. If the fall of the^ barometer take place at the 
same time that the point of precipitation is depressed, 
we may conclude that the expansion which occasions 
the former, has arisen at some distant point, and wind, 
not rain, will be the result. But when the air attains 
the point of precipitation, with a high barometer, we 
may infer that it is a transitory and superficial effect, 
produced by local depression of temperature. Parti- 
cular illustrations of these modified effects might easily 
be adduced in this place, but they vf\\\ be more con- 
veniently studied in the abundant observations of a 
subsequent Essay. 

Thus does the hygrometer mark with infallible 
precision the comparative degree of moisture and 
dryness in the atmosphere, and by exhibiting them 
in degrees of the thermometer, refer them to a known 
standard of comparison, and speak in a language 
which everybody understands. But its observations 
may be made applicable to a much wider field of 
research, and adapted to still more important objects. 
By means of tables, we can find with the utmost 
accuracy and ease the positive weight of aqueous 
vapour diffused through any given portion of space, 
and its force or elasticity as measured by the column 
of mercury which it is capable of supporting : we dis- 



cover at once the proportion of moisture in any space 
to the quantity whicli would be required to saturate 
it, or what lias been termed the true uaturol scale of 
the hygrometer ; we can calculate, with perfect ease, 
the specific gravity of any mixture of air and aqueous 
vapour: and we can measure the force and quantity 
of evaporation. Upon the data employed in the con- 
struction of the tables, it will be necessary that I 
should premise a few observations. 

Dr. Dalton, in his valuable Essay before referred 
to, lias detailed the rceults of a laborious series of 
experiments, liy which he has asi-ertained with great 
precision the force of vapour from water at every 
degree between its freezing and its boiling points, 
and derived from them a, formula, by which he ex- 
tended the results from the freezing of mercury to 
the 325th degree of Fahrenheit's scale. Dr. Ure haft 
since* entered upon the same investigation, with a 
different modification of apparatus, calculated to avoid 
some irregularities to which Dr. Dalton's was exposed. 
He carried his actual experiments as higli as 312'^; 
and thus ascertained that Dr. Dalton's ratio of pro- 
gression for the force of vapour, though apparently 
accommodated to the intervals between 32° and 212", 
could not serve for the higher ranges. In the prose- 
cution of the inquiry, he was led to the discovery of a 
very simple ratio, which admirably connects together 
the whole series of experiments. In the preceding 
Essay {p. 80), I have given Dr. Dalton's Table of the 
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Force of Va[K>ur, which, for the riDge of atmoipberic 
temperature, exhibited not onlj a perfect ad^itatioo 
to his own experirnentSy but also a sorprinng accord- 
anco with those of Dr. Ure: bat reflecting that from 
these and other considerations, the rule from which 
they were derived could not be the law of nature, I 
have recalculated the tables from the data of Dr. Ure. 
It is gratifying to find that, for the purposes of the 
hygrometer, the difference after all is very inconsider- 
able. 

The second column of Table I. exhibits the force 
of aqueous vapour, hence derived, in inches of mer- 
cury, at the temperature marked in the corresponding 
line of the first column. 

Upon these two data^ namely, the force and tem- 
perature of the vapour, are chiefly founded the calcu- 
lations which have furnished me with the series of 
the third column, which contains the weight in grains 
of a cubic foot of the vapour at the corresponding 
temperature and pressure. The method of computing 
it is as follows :— Steam at 212^, and under a pressure 
of 30 inches of mercury, is, as nearly as possible, 
1700 times (1696) lighter than an equal bulk of 
water at its maximum of density; and a cubic foot 
of water, at the temperature of 40^ weighs, according 
to the accorate investigations of Dr. Rice, 437,272 
grains ; the weight, therefore, of a cubic foot of steam, 
at the above t^nperature and pressure, is ^}%i\ 
or 257-218 grwis. Hence we may find the weight 
of an equal balk of vapour of the same temperature 
any other given pressure, suppose 0*560 in.: 




the weight required. 

Having now obtained the weight of a cubic foot 
of vapour, at a pressure of 0'560 in., and at a tem- 
perature of 2J2°, we may proceed to find its weight 
under the same pressure at any other temperature, 
suppose 00°. It was found by Gay Luasac, tliat all 
aeriform bodies (vapours out of the contact of their 
respective fluids, as well as gases,) expand li-o^'li P^'t 
of their volume for every accession of temperature 
equivalent to one degree of Fahrenheit's scale; there- 
fore, reckoning a volume of gas at 32° as unity, its 
volume at 60° is to its volume at 212°, as 1 +t'^,r is to 
1+ili}. or:: 10583 : 1-3749, and the density and 
weight being in inverse proportion to the volume, 

Vol. ■tar'. Vol, ilt]»* On tin, 

10583 : I37« :: 4 801 : 6222 
the weight of the cubic foot of vapour at the tempe- 
rature of 60° and under a pressure of '560 in. 

It has also been proved by Dr. Dalton, that as 
much vapour of determined temperature is formed in 
a given bulk of air as in a vacuum of equal space; 
therefore, the above result gives the weight of vapour 
which can exist in a cubic foot of air at the tempera- 
ture of 60°. The fourth column of the Table contains 
the proportionate expansion for tlje corresponding 
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Table I. Shoning Ike Force, Weight, and Expamion of Aquemt 
Vapour, at different Temperatures, from 0° to 95°. 
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From this table we learn, amongst other points of 
interest, that the weight of steam which can exist in 
the atmosphere is doubled at each rise of 2V of tem- 
perature nearly. 

It is at all times desirable to bring the results of 
calculation, however exact the data upon which they 
are founded, to the test of actual experience ; and we 
have the ready means of so doing with regard to the 
above Table. The indefatigable De Saussure, in his 
JEssais sur V Hygromitriey gives the results of a series 
of experiments, to determine the quantity of moisture 
which air is capable of dissolving at certain tempera- 
tures. The means which he employed were simple. 
He thoroughly dried the air of a large glass balloon, 
of known capacity; and then suspended it in a small 
piece of linen, which had been moistened and accu- 
rately weighed. He ascertained the point of satura- 
tion by means of a manometer^ which ceased to move 
when the term of extreme humidity had been obtained, 
and then withdrawing the linen, he instantly noted its 
loss of weight. He thus found that at the tempera- 
ture of 15°'16 Reau. a French cubic foot of air took 
up 11-0690 grains of water; while at 6°'18 Reau. it 
only dissolved 5*6549 grains. By reducing these re- 
sults to English weights and measures, we have at 
66® of Fahrenheit, 7*498 grains in a cubic foot, and 
at 45^° Fahrenheit, 3*830 grains : a close accordance 
with our theoretical determinations. 

Mr. Anderson, in his highly interesting treatise 
upon Hygrometry, published in the Edinburgh Ency- 
doptedia^ has also given us the results of his experi- 




nients, to determine the same point by a method leas 
liable, perhaps, to objection. His manner of operating 
consisted in causing a large volume of air, saturated 
with moisture, to pass slowly in a stream through a 
Butficieiit quantity of sulphuric acid, or dry muriate of 
lime, cut off from all communication with the atmo- 
sphere; and then observing the increase of weight 
which these substances acquired in consequence of the 
air being transmitted through them. The weight of 
a cubic foot of steam, at different temperatures hence 
derived, is compared in the following Table with those 
derived from calculation. 
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Considering the nature of the experiment, and the 
complication of the calculations, this is again a very 
close agreement. 

The manner of using the Table will be best 
understood from an example. Let the temperature 
of the atmosphere bo 70°, and the point of con- 
densation, as found hy the hygrometer, 55^ ; the 
pressure of the vapour, under these circumstances, is 
immediately found opposite to the degree of its 
constituent heat 55°= 0'476. To find its weight, we 
proceed thus: — Supposing that the temperature of the 
air had not differed from that of the dew-pnint, its 
weiglit would have been found upon the same line as 
its pressure = 5-342 grains. But its bulk is expanded 
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by the excess of atmospheric heat ; we must, therefore, 
seek in the fourth column for the degree of expansion 
at 55''= 1 0479, and at 70''= 10791, and apply the 
correction thus : — 

BoIkfttTO''. BnlkatSS. Gn. ^ On. 

10791 : 10579 :: 5 342 : 5175 

which is the weight required. 

Again, — the dryness of the atmosphere, under the 
above conditions, may be conveniently expressed as 
15°, in terms of the thermometric scale: but it may 
be desirable also to know what it would be upon the 
natural scale of the hygrometer, which is the most ac- 
curate mode of expressing the result. This is readily 
a<icertained by dividing the elasticity of vapour at 
the temperature of the dew-point, by the elasticity 
at the temperature of the air: the quotient will ex- 
press the proportion of moisture actually existing, to 
the quantity which would be required for saturation ; 
for, calling the term of saturation 1000, as the elasti- 
city of vapour at the temperature of the air is to the 
elasticity of vapour at the temperature of the dew- 
point, so is the term of saturation to the actual degree 
of moisture, — thus, 

ElJMt. at 5S*». Elast. at 7"° 

•476 -H 770 = 'iiUi 

The relation of this mode of expressing the degree 
of moisture to that of denoting the degree of dryness 
by the thermometric scale, will be elucidated by 
selecting a different example. Let the temperature 
of the air be 47^, and the dew-point 32° ; the dryness 
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'epresented by the former expression will be 15°, an 
before, but by the latter the degree of moisture wit] 
be reduced to 'SOS. 

Thus, by two simple observations, and very easy 
calculatioQB, we ascertain, ^vith precision, the following 
points of the utmost interest to meteorology. 

Teraperatnre of the air 70° 

Dew-point fifi* 

Degree of dryness on the tbennometric scale . lfi° 
Degrt'e of moisture on the hygrometric scale . 618 

Elasticity of the vapour '476 ina- 

Weight of vapour in a cubic foot 6'17s gra. 

The state of the atmosphere, assumed above, would 
constitute fine weather; and one of two things, or a 
modification of both, must happen, before any preci- 
pitation of water could take place : either the tempe- 
rature of the air must fall below 55°; or the quantity 
of vapour must increase to 8'392 grains in the cubic 
foot, the maximum quantity which could exist at 70°; 
or the point of condensation may become intermediate, 
by a corresponding rise and fall of the two. 

In the first case, the precipitation would probably 
be only slight and transitory, such as mist or fog: in 
the second case, it would assume the form of hard 
rain and storms: while, in the third, some conjecture 
might be formed of its probable duration and quantity, 
according as one or other of its causes prevailed. 

But the hygrometer can be made to measure not 
only the quantity and force of vapour existing at any 
time in the air, but may be applied at -the same time 
to indicate the force and quantity of evaporation. 



26 CONSTRUCTION AND USES 

Dr. Dalton, in the course of that important train of 
investigation to which I have before had occasion to 
refer, ascertained that the quantity of water, evapo- 
rated in a given time, bore an exact proportion to the 
force of vapour at the same temperature. The atmo- 
sphere obstructs its diffusion, which would otherwise 
be instantaneous, as in vacuo ; but this obstruction is 
overcome with a celerity proportioned to the force 
of the vapour. The retardation, however, does not 
arise from the weight of the air, for that would prevent 
any vapour from arising under 212^; but, as Dr. Dal- 
ton observes, is caused by the vis inertice of the parti- 
cles of air, and is similar to that which a stream of 
water meets with in descending amongst pebbles. In 
ascertaining this point at ordinary atmospheric tem- 
peratures, regard must be had to the force of vapour 
already existing in the air. For instance, if water of 
67° were the subject, the force of vapour of that tem- 
perature is ^th of the force at 212° ; and one might 
expect the quantity of evaporation to be ^^th also ; 
but if it should happen that an aqueous atmosphere 
to that amount does already exist, the evaporation, 
instead of being ^th of that from boiling water, 
would be nothing at all. On the other hand, if the 
aqueous atmosphere were less than that, suppose half 
of it, then the effective evaporating force would be 
x^oth of that from boiling water; in short, the eva- 
porating force must be universally equal to that of the 
temperature of the water diminished by that already 
existing in the atmosphere. But the air, by its me- 
chanical action, haa another influence upon the rate of 
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evaporation. When calm and still, it merely obstructs 
the process ; but when in motion, it increases its effect 
in direct proportion to its velocity, by removing the 
vapour as it forms. Dr. Dalton fixes the extremes 
that are likely to occur in ordinary circumstances at 
120 and 189 grains per minute, from a vessel of six 
inches diameter, at a temperature of 212^. Upon 
these data the following Table was constructed, in 
which Dr. Dalton's results have been accommodated 
to the progression of elasticity adopted in Table I., 
from Dr. Ure, by the slight alteration of moving the 
temperature back two degrees. 
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The first column contains tlie degrees of tempera- 
ture; the second, the corresponding force of vnpour; 
the third, the amount of evaporation, per minute from 
a vessel of six inches diameter in cahn weather; the 
fourth, the amount in a moderate breeze; and the 
fifth, in a high wind. 

The use of tliis Table, as applied to the hygrometer, 
is thie:— Let it be required to know the force of 
evaporation at the existing state of the atmosphere: 
find the point of condensation by the instrument, as 
before directed ; subtract the grains opposite that tem- 
perature, either in the third, fourth, or fifth columns, 
according to the state of the wind, from the grains 
opposite to the temperature of the air in the same 
column, and the remainder will be the quantity 
evaporated in a minute from a vessel of six inches 
diameter, under the given circumstances. For ex- 
ample : — Let the point of condensation be 55°, the 
tiiniperaturc of the air 70°, with a moderate breeze. 
The number opposite to So*^ in tlie fourth column is 
2-43, and tliat opposite to 70° is 3-90 : the difference, 
l-5'S grain, is the evaporation per minute. 

But it ifi, perhaps, simpler and more convenient, 
in many cases, to estimate tho depth of the water 
evaporated in a day; and Dr. Young has shown how 
this may be done, from Dr. Dalton's tiaia. It happens 
that the column of mercury equivalent to tlie elasticity 
of the vapour, expresses, accurately enough, the mean 
evaporation in 24 hours. Dr. Dalton's experiment gives 
46 grains per minute, at the temperature of 212^ from 
a discofSi inches. Now 45 x 60x24=64.800 grains, 
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or 256'6 cubic inches, which would make a cylinder 
80*9 inches in height, on a base 3^ inches in diameter ; 
and this differs only ^ from the height of the column 
of mercury. We may, therefore, assume that the 
mean daily evaporation is equal to the tabular number 
expressing the elasticity of the vapour; sometimes 
exceeding it, or falling short of it about one-fourth; 
and we nniy readily allow for the effect of the moisture 
of the atmosphere, by deducting the number corre- 
sponding to the temperature of deposition. Thus, 
supposing the mean temperature of 24 hours to be 60^, 
and that of the dew-point 50, the evaporation will be 
equal to 560 - -400 = -160 inch. 

It is evident that these estimates can be but mere 
approximations ; for till we can obtain some accurate 
measure of the velocity of the wind, they must be 
liable to great uncertainty. They are, however, as 
much to be relied upon as the registers of the evapo- 
rating gauge in common use, whose only proper appli- 
cation can be to furnish a rough estimate of the state 
of atmospheric saturation, and the point of deposition. 
The notion that these afford the absolute measure of 
the quantity of water raised into the air is absurd, for 
the instrument can only give the amount of evapora- 
tion from the shallow body of water in the place where 
it has been fixed. The conditions which modify the 
process vary almost ad infinitum. They vary on the land 
and on the water ; they vary in sun-shine and in the 
shade ; they vary as land is more or less clothed with 
vegetation, or as water is more or less deep. The 
evaporating gauge, so far from representing the cir- 




cumstaiice of those bodies which yield the great body 
of vapour on the earth's surface, probably does not 
correspond, in all essential particulars, with a dozen 
puddles in the course of the year; and the pains which 
are often taken to make the results tally with those of 
the rain-gauge, or to compare the two, are wholly mis- 
directed. The results of the hygrometer, as applied 
above, accommodate themselves more easily to the 
ever-varying conditions of the problem ; and from 
these we can infer the effect of each combination 
of circumstances, and the capacity of the air for mois- 
ture modified by the velocity of the winds. 



^ 3. APPLICATION TO BABOMETKIC MEASUREMENTS. 

The next application of the hygrometer is not of 
inferior importance to any of those which we have 
been considering: I allude to its applicitiou to the 
correction of barometrical measurements. Ever since 
the celebrated and important experiment of Torricelli, 
the attentiiin of some of the greatest philosophers has 
been drawn in succession to the interesting problem 
of the mensuration of heights by means of the baro- 
meter. The most laborious experiments have been 
imdertaken for the improvement of the practical part 
of the operation, and the utmost refinements of ma- 
thematical calculation have lieen employed in the 
perfecting of its theory. To the former, M. de Luc, 
General Roy, and Sir George Shnckburgh, have pre- 
eminently contributed ; while the powerful minds of 
Hailey, Newton, Playfair, and Laplace, have been 
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riences. II s'agit de d^t^rmiiier quel changemeiit ou 
doit faire & la liauteur trouvde i>ar les logarithmea, 
quand I'air est plus ou moins charge de vapeurs qu'un 
certain point fixe et de vapeurs ^cbaufieeB plus ou 
moins qu'uu certain degre. II me semble que pour 
decouvrir cette loi, il faudroit pouvoir joindre I'obser- 
vation d'un liygrometre comparable :\ cells du baro- 
metre et thermom^tre car le point essentiel consiBte A 
connoitre s'il y a des vapeurs dans la colonne d'air qui 
est interceptee par les deux stations et quelle est leur 
quantite; puisque, si les vapeurs qui font baisser le 
barom^tre sout plus ^lev^es que cette colonne, elles ne 
cliangent point la loi g^nerale qui sert de fondemeot 
au calcul. 

" Lorsqu'on aura obtenu ce premier point, il sera 
facile de connoitre par I'experience. X^ Si lea vapeurs 
influent de la mSme maniere quelque soit ladensitt; de 
I'air produite par la pression sup^rieure, et par conse- 
quent, quelque soit la hauteur du mercure dans la 
barometre. 2", Quel rapport il y a entre la quantity 
des vapours exprimee par lea degrc's de I'hygrometre, 
ct la diminution d'elasticit^ de I'air par une tempera- 
ture donue'e ; ou plus directement, quelle partie pro- 
portionelle il faut deduire de la hauteur trouve par le 
calcul, ou ajouter A cette hauteur, pour chaque degr^ 
de I'hygromltre quand I'air est a cette temperature. 
3°, Enfin, quelle modification doit eprouver ce rapport 
lorsque la cbaleur est plus ou moins grand que le 
point fixe, auquel la force expansive des vapeurs est 
^gale a celle de I'air. 

" Je conviens que tout cela presente bien des 
Vol. II. O 
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•oini et des peines au premier coup-d'ceil, mais j'ai 
^prouvi^ plus d*une fois que les difficnites connnes 
i^apptaniMent beaucoup quand on les affix>nte avec 
courage*/' 

General Roy, in commenting upon his experi- 
ments upon the different expansions of dry and moist 
air for the elucidation of the same subject, says: — 

** I am aware it will be alleged, that the propor- 
tion of moisture admitted into the manometer in these 
experiments, is greater than what can ever take place 
in nature ; and, therefore, in order to be able to judge 
of the degrees of expansion the medium suffers in its 
more or less dense, and more or less moist, states, 
that not only air near the surface of the earth, but 
likewise that found at the top of some very high 
moontains should have been made use of. I grant all 
this ; bat, on the other hand, it must be remembered, 
that thoee experiments are very recently finished; that 
a good hygrometer, (if such can ever be obtained,) a 
deal of leisure time, and the vicinity of high 
itaina^ were all necessaiy for the carrying of such 
into execution. It is for these reasons, and 
ia hopes that other people will sooner or later investi- 
gate this mmttw still further, not only by experiments 
am the expansion of air taken at different heights 
the le^ of the sea in middle latitudes, but 
ott that appeitaining to the humid and diy 
af the atBocfiheie towards the equator and 
I hav^ been induced to hasten the commu- 
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nication of this paper. In the mean time, having 
proved beyond the possibility of a doubt, that a won- 
derful difference doth exist between the elastic force 
of dry and moist air, X may be allowed hereafter to 
reason by analogy on the probable effects this wil! 
produce in measuring heights by the barometer*." 

M. Laplace, who has applied the prodigious 
powers of his science to tlie perfecting of the baro- 
metric formida, and has availed himself of all the 
accuracy of the modern method of experiment, was 
forced to leave the hygrometric state of the air in the 
catalogue of inevitable errors, contenting himself with 
an approximate correction : — 

" Les corrections," says he, " relative a la latitade, 
et a la variation de la pesanteur, sont trfis-petites, mais 
commes elles sont certaines il est utile de les employer 
pour ne laisser subsister dans le calcul que les erreurs 
inevitables des observations, et celles qui r^sultent des 
attractions inconnues des montagnes, de t^tat hy^m- 
mHriqm de Fair, auquel il serait necessaire d'avoir eqard, 
et enfin de la hypothese adoptee sur la loi de la dimi- 
nution de la chaleur. On tiendrait compte en partie, 
de I'^tat hygrometrique de I'air en augmentant un pen 
le coefficient 0-00375 de — g- dans la formule prl- 

cedente; car la vapeur aqueuse est plus legere que 
I'air, et I'accroissement du temperature en accroit la 
quantity toutes choses ^galee d'ailleursf." 
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Professor Plajrfiair, in an elaborate paper upon the 
same subject, published in the Philosophical Trans- 
actions of Edinburgh^ (vol. i., 1778), thus enforces the 
same argument: *' There is another cause of error, 
which, had the effects of it been sufficiently known, 
ought, no doubt, to have entered into this investi- 
gation. Moisture, when chemically united to air, or 
dissolved in it, so as to form part of the same homo- 
geneous and invisible fluid, appears to have a powerful 
effect to increase the elasticity of the air and its 
expansion, for every additional degree of heat which 
it receives. Though the judicious and accurate expe- 
riments of General Roy have ascertained this effect 
of humidity, and have even gone for to determine the 
law of its operation ; yet, for want of a measure of 
the quantity of it contained at any given time in the 
air, it is impossible to make any application of this 
knowledge to the object under our consideration." 

Lastly, Professor Leslie, in an article upon baro- 
metrical measurements in the Supplement to the En- 
jbydopcedia Britannica^ concludes his detail of corrections 
with the same acknowledgment. " The humidity of 
the air also materially affects its elasticity, and the 
hygrometer should therefore be conjoined with the 
thermometer in correcting barometrical observations. 
But nothing satisfactory has yet been done with regard 
to that subject. The ordinary hygrometers, or rather 
hygroscopes, are mere toys, and their application to 
science is altogether hypothetical." 

Impressed with the importance of the object, so 
clearly pointed out by a succession of the most able 




philosophers, I had no sooner succeeded in construct- 
ing an instrument which, upou unerring ^iriuciples, 
would show the iiuantity of vapour contained at any 
given time in tlio air, than J turned my attention to 
render it available to the desired purpose ; and I shall 
now endeavour to explain a method of observation 
and calculation which, I trust, will be found to solve 
this important problem with sufficient }irecisiou. 

The moat simple way of considering the subject, in 
a general point of view, appears to me to be that which 
was, I believe, first suggested by Sir Gleorge Shuck- 
burgh*, namely, to make a comparison of the specific 
gravities of mercury and air at a fixed temperature, 
and under a given pressure, the foundation of the 
operation. In this manner we calculate the height of 
a column of air, compared with any given column of 
mercury of equal base, supposing it of equal density 
throughout. The calculation of the gradual diminu- 
tion of density which takes place for equal ascents in 
the atmosphere, according to a geometrical progression, 
is made in the usual way, by means uf logarithms. 
This latter calculation may be deemed invariable 
under all circumstances; the former includes all tlie 
adventitious circumstances, aud all the eSects of dis- 
turbing causes. 

The well-known accuracy of MM, Biot and 
Arago, assisted by the nicety of modern instruments, 
has determined the relative specific gravities of dry 
air and mercury at a temjwrature of 32^ and under a 




38 CONSTRUCTION AND USES 

pressure of 80*00 inches, to be as 1 to 10»435. The 
height of a column of air, therefore, of equal density 
throughout, which would balance a column of mercury 
of 30 inches, under these conditions, would be very 
nearly 26,090 feet. 

Now, these proportions may be disturbed in two 
ways by the operation of heat. In the first place, its 
expansive power, acting upon the mercury, may dilate 
or contract its particles; so that a column of 30 
inches, being more or less dense, will require an equi- 
poise of greater or less length, according as its tem- 
perature is below or above the standard at 82°. This 
effect has been most minutely appreciated, and its 
correction is applied with the utmost ease and pre- 
cision. In the second place, the power of heat, acting 
upon the ftir, occasions a much more considerable dila- 
tation or contraction of its parts, and gives rise to 
much greater differences in the height of the equi- 
ponderant column. The expansion of air has been 
determined, as we have already stated, by the experi- 
ments of M. Gay Lussac, and from them we infer, 
that it increases or diminishes 4iijth part for every 
addition or subtraction of 1° of heat. In this situa- 
tion, therefore, the operation stands: the column of 
mercury, which is the measure applied, is rendered an 
invariable standard of comparison, by being brought 
by an easy calculation to a known density ; and the 
altitude measured is in proportion to the specific gravity 
of the air. 

But heat is not the only agent which alters the 
specific gravity of the air; the admixture of aqueous 
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vapour, it is well known, produces very important 
changes in its density. It did not, as I have ehown, 
escape the observation of General Roy. that air, in 
contact with water, expanded much more than dry 
air ; and, from well-conducted experiments, he ascer- 
tained that the expansion was greater for equal incre- 
ments as the temperature rose. From the mean results 
which he obtained, the following increasing rates of 
expansion were derived: — 1000 parts of air, in contact 
with water, and under a pressure of 32-18 inches, 
expanded for each degree 

2-22799 

2-58800 

3-97328 

3-63194 

4-9193« 

e-86S60 

949494 

12-04087 

17-88344 

19-22470 

1 am indebted to M. Gay Lussac for the following 
clear method of explaining tlie expansion of a dry gas 
by the admission of aqueous vapour and for the for- 
mula by which its effects may be calculated : — 

Let us suppose that the gas in contact with the 
water in an inextensiblo vessel, has an elastic force 
equal to p +J'(p being the pressure of the atmosphere 
and f the force of the vapour). If the vessel should 
now become extensible, it would dilate until the 
interior pressure became equal to the exterior; so that 
as/ is constant the gas will expand until its elasticity 
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become equal to f -fy and the yoluines being in 
inverse proportion to the compression, r, the volume 
of air before its mixture with the vapour, is to V, its 
volume after mixture, 2A p -f: p ; that is to say 

I : V : : p -/ : p; 
80 that V = V f "ZTf) ^' 



if t; = 1, V = 



Thus if it be required to know the expansion which 
would take place in air, in contact with water, by a 
rise from 0° to 82°. The force of vapour at the 
freezing point, according to Dr. Ure's table, is 0*216 
inches; therefore 

30006 : 30-216 : : 1-00000 : 100720 

This is the expansion which would arise from 
vapour only : to this we must add the expansion which 

§ 

would take place from the addition of heat. Now 
•00223 (the expansion per degree for the bulk at 0°) 
X 32 = -07802; which, added to 1-00720, makes the 
total expansion 1-08522. 

But the expansion which vapour causes in air, is 
not precisely similar to that occasioned by heat ; for 
while it dilates its parts, it adds its own weight to the 
mixture. Let it be required to know the specific 
gravity of air at 32°, saturated with vapour, compared 
with dry air, at the same temperature. Call the latter 
1 00000: the quantity of expansion will be -00720; 
which, deducted from 1 00000, leaves -99280. Now 
the weight of a cubic foot of air, under the conditions 
above named, is 558-131 grains; and the weight of 




8 cubic foot of Tapour at 32°, is 2-539 grains ; which, 
the former beiog 1-00000, will be nearly -00455; and 
which, added to the -99280 before obtained, will give 
"99735 for the specific gravity sought*. 

Upon this principle I have constructed the follow- 
ing table, by means of which the specific gravity of 
any mixture of atmospheric air and aqueous vapour 
from 0'^ to 90", may readily be found with sufficient 
precision. I have made air, under a pressure of 30 
inches of mercury and at the temperature of 32°, the 
standard of comparison. The first column coutaias 
the degrees of Fahrenheit's thermometer ; the second 
shows the quantity due to each degree of heat, to be 
subtracted, or added, according as the temperature is 
above or below the standard ; the third exhibits the 
expansion of volume occasioned by vapour of the 
respective degrees of elasticity appropriate to the 
several degrees of heat, and is always to he subtracted ; 
the fourth is the correction to be applied for the 
weight of the vapour, and is constantly to be added ; 
and the fifth is the correct specific gravity, supposing 
the air saturated with moisture at the given tem- 
perature. 



* The Astronomer-Royal, in the Greenmkb Obtervaiions, hm 
given a table of ihe weight of a cubic foot of dry air at all tem- 
peratures between 0° and 90°. under raean pressure, making from 
a mean of experiments, the weight at Z2°, StiS-O grains. 
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Table III. For Jinding the Specific Gravity qf any Mixture ef 
Air and Aqueous Vapour^ al Mean Pressure^from 0° to 90°. — 
Dry Air at 32° Temperature and 30 Inches' Pressure^ being 
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22 


-02083 


4- -00509 


+ 00327 


10194 


23 


- ^01874 


+ -00529 


+ 00339 


10171 


24 


-•01666 


4 -00549 


+ 00351 


10148 


25 


-01458 


+ •00570 


+ 00363 


1^0125 


26 


-•01249 


+ 00590 


+ •00375 


10104 


27 


-•01041 


+ •00610 


+ 00387 


10082 


28 


-00833 


+ •00631 


+ •00399 


1-0061 


29 


-•00624 


+ •00651 


+ -00411 


1-0041 


30 


-00416 


+ 00671 


+ 00423 


10017 


81 


-•00208 


+ •00698 


+ 00439 


•9995 


83 


•00000 


+ 00725 


+ -00454 


•9973 


33 


+ 00208 


+ 00752 


+ -00471 


•9952 
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Table III. continued. 










Alt.™tl010( 


Alteration ol 


In<>r™oof[)eBiio 


Correct BpMifio 






T«n|.. 


Irom'lTat. 


iZ'v^^. 


(mm Welgbl 
ot Vapour. 


Saluraled Air. 




3°4 


+ ■00416 


+ ■00779 


+ ■00486 


■9927 




35 


+ 00624 


+ ■00806 


+ 00502 


■9909 






36 


+ ■00833 


+ 00834 


+ 00518 


■9887 






37 


+ 01041 


+ ■00864 


+00533 


■9867 






38 


+ ■01249 


+ -00889 


+ 00549 


■9846 






39 


+ 01458 


+ 00915 


+ 00564 


■9824 






40 


+ ■01666 


+ 00942 


+ 00580 


■9804 






41 


+ 01874 


+ ■00983 


+ 00604 


■9783 






42 


+ 02083 


+ 01024 


+ 00627 


■9761 




' 


43 


+ 02291 


+ '01064 


+ 00650 


■9741 




1 


44 


+-024!)9 


+ 01105 


+ ■00674 


■9720 






45 


+ 02708 


+ 01146 


+ 00097 


■9699 






46 


+ 02916 


+ •01187 


+ ■00720 


■9679 






47 


+ 03124 


+ 01228 


+ 00743 


■9658 






48 


+ ■03333 


+ 01269 


+ 00766 


■9636 






49 


+ 03541 


+ 01310 


+ 00789 


■9616 






50 


+ ■03749 


+ 01351 


+ 00803 


•9596 






. 51 


+ ■03958 


+ 01309 


+ 00839 


■9575 






59 


+•04166 


+ 01447 


+ 00864 


■9556 






53 


+ 04374 


+ 01502 


+ 00896 


■9535 






54 


+■04583 


+ ■01557 


+ ■00926 


•9514 






55 


+ •047HI 


+ ■01612 


+ ■00957 


■9494 






66 


+ 04999 


+ 01667 


+ ■00987 


■9474 






67 


+ 05208 


+ 01723 


+ ■01017 


•9453 






68 


+ -05416 


+ 01784 


+ ■01051 


■9433 






69 


+•05624 


+ ■01843 


+ 01083 


■9414 






60 


+ -05fm 


+01902 


+ 01114 


■9304 






61 


+ -06041 


+ 01961 


+ 01140 


■9374 






62 


+ ■06249 


+ 02020 


+ 01178 


■9354 






63 


+ -0H4S8 


+ ■020)13 


+ •01217 


-9334 






64 


+-06666 


+ 02166 


+ 01256 


■9314 






66 


+ ■06874 


+ 02239 


+ ■01295 


■9295 






66 


+ 07001 


+ ■02312 


+ •01 334 


■9275 






67 


+ ■07291 


+ 02386 


+ 01372 


■9255 






68 


+ 07499 


+ 02466 


+ •01415 


•92;t5 






69 


+ 07708 


+ 02546 


+ -01457 


'9216 






70 


+ 07916 


+ -02034 


+ 01503 


■9196 






71 


+ 08124 


+ ■02725 


+ 01551 


■9177 




L 


■ 




_ 


J 
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Table III. continued. 





Alteration of 


Alteration of 


IncreaM of Density 


Correct ^wdfio 


Temp. 


Volume 


Volume 


from Weight 


OraTity of 




ftomHeat 


from Vapour. 


of Vapour. 


Saturated Air. 


o 

72 


+ •08333 


+ 02817 


+ 01598 


•9157 


73 


+ 08541 


+ 02912 


+ 01648 


•9137 


74 


+ •08749 


+ 03011 


+ 01699 


•9117 


75 


+ 08958 


+ 03114 


+ 01752 


•9098 


76 


+ 09166 


+ 03221 


+ 01810 


•9079 


77 


+ 09374 


+ 03327 


+ •01861 


•9059 


78 


+ 09583 


+ •03438 


+ 01916 


•9039 


79 


+ -09791 


+ •03548 


+ 01973 


•9020 


80 


+ •09999 


+ •03663 


+ •02030 


•9001 


81 


+ 10208 


+ 03781 


+ •02090 


•8982 


82 


+ 10416 


+ 03905 


+ 02150 


•8962 


83 


> + -10624 


+ 04029 


+ 02213 


•8943 


84 


+ 10833 


+ •04159 


+ 02277 


•8924 


85 


+11041 


+ 04293 


+ 02343 


•8905 


86 


+11249 


+ 04431 


+ 02411 


•8885 


87 


+ 11458 


+ 04573 


+ 02486 


•8867 


88 


+ 11666 


+ 04716 


+ •02549 


•8847 


89 


+ -1 1874 


+ 04858 


+ •02618 


•8828 


90 


+ 12083 


+ 05005 


+ 02688 


•8809 



To find the specific gravity of any mixture of air 
and aqueous vapour by means of this Table, we must 
proceed as follows: — Note the temperature and the 
point of condensation, by the hygrometer; if they 
coincide, that is to say, if the air be in a state of satu- 
ration, we shall find the specific gravity required in 
the fifth colunm, opposite to the proper degree of heat 
in the first column. If the point of condensation be 
below the temperature, we must look for the correc- 
tion to be applied separately for the heat in the 
second column. The quantity to be subtracted, for 
the vapour of the given degree, must be sought for 



in the third column, anil must be applied minus the 
quantity due to its weight, which stands beside it in 
the fourth. 

For example : — If we wish to know the specific 
gravity of a mixture of air and vapour, of the tem- 
perature of G0°, and of which the dew-point is 40°, we 
find in the second column, opposite to Gif, the num- 
ber -05833; which, deducted from 1-00000, leaves 
■94167. In the third column, opposite to 40°, we 
have -00942; and beside it in the fourth, -00580. 
Now -0094^ - -00580 = 00362 ; which, subtracted 
from -94167, leaves -03805 as the number sought. 

The application of this Table to barometrical men- 
surations is sufficiently simple. For this purpose, with 
the usual operations at the upper and lower stations, 
must be combined simultaneous observations of the 
dew-point, by means of the hygrometer ; and the 
approximate height, deduced in the common way, may, 
at once, be corrected for temperature and moisture, by 
the specific gravity of the air so obtained. As the 
specific gravity of the air at the time of the experi- 
ment is to 1 00000, the standard, so will the approxi- 
mate height be to the real height. 

General Roy, from his own experiments, as well as 
from a careful review of those of De Luc, made the 
medium expansion of air for 1"^= -00245; and Sir 
George Shuckburgh assigned -00243 as the mean. 
These estimates, derived from barometrical experi- 
ments, made at different temperatures, and compared 
with known heights, must have included also the 
expansion due to the mean quantity of vapour; and 
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upon reference to the last Table, it will be found that 
the medium of the two combined effects is exactly 
•00244 for every degree of temperature ; for -85839 
deducted from 1-00000, leaves 0-14161, which, divided 
by 58, the total number of degrees from 32° to 90°^ 
gives '00244. 

Greneral Roy, again, has fixed the point of tem- 
perature at which the specific gravity of mercury to 
the atmosphere is 10,435, at 32° ; the average of his 
experiments, however, making it a little lower. Sir 
George Shuckburgh places it at 31^ It is worthy of 
remark, that the point which approaches the nearest, 
by the Table, to exact coincidence, is 31° ; for at 32° 
the effects of temperature being null, a fall of one 
degree is necessary to neutralize the expansion of the 
vapour. 

I shall now suppose a case, in which all the proper 
observations have been made, for the purpose of show- 
ing more distinctly the manner in which I propose to 
apply the table of correction. 

Barom. at lower station 29'528 Temp, of mercury 58^ 

upper ditto 28-161 . . Do. . . 51° 

Deduct for temp, of 29*528 

mercury *084 

29-444 Logarithm -4689378 

Deduct for temp. 28-161 

mercury -060 

28-101 Logarithm -4487063 



Approximate height in fathoms 202*315 

X 6 



Ditto ditto in feet . 1213*890 
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Temp, of air at lower station 55° Dew-point 40^ 
Ditto ditto upper ditto 51^ Ditto 38 

Mean . . . 53^ 



Expansion of air at 53° per Table .... -04374 
Expansion for yapour at 40° .... -00942 

at 38° ... . 00889 
Mean 00915 

Total expansion -05289 



105289 : 100000 : : 100000 : -94976 

Increase of density for rapour at 40° . -00580 

at 38° . -00549 

Mean . . . -00564 



Correct specific gravity . -95540 



Apptox. Gomot 

8. 0. ofatr. Staadard. height height. 

Then -9554 : 10000 : : 1214 : 1270 
Or the correction may at once be made npon the comparatire 
sp. gray, of mercury and air, and the height of the homogeneous 
atmosphere. 

S. O. of air. Standard. B. O. of merouiy. 

For *9554 : 10000 : : 10435 : 10922 
and 10922x30=327660 inches, or 27305 feet 
Correct height of the homogeneous atmosphere of the specific gra- 
vity found by the obserrations. 

Modulus of Dlif. of Homogen. Coireot 

Logarithm. Logarithm. Atmoeph. Height. 

Then -4342945 : 202315 : : 27305 : 1272. 

Professor Playfair, in his elaborate Essay upon 
Barometrical Measurements, suggested* the idea of 
fixing two barometers, the one at the top, and the 
other at the bottom of a high tower or hill of mode- 
rate elevation; to be observed at the same instant, 



* Works q/* John Playpair, Esq., yol. iii. p. 85. 
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together with their corresponding thermometers, for 
the purpose of computing from the variation of the 
difference of their heights the quantity of moisture 
dissolved in the air. " The height at which the one 
barometer," he observes, " should be placed above the 
other, ought not to be so small that the unavoidable 
errors of observation (which may amount to five feet) 
may be considerable in respect of the whole ; nor so 
great as to introduce error from other causes. It 
ought not, therefore, to be less than 100, nor much 
greater than 500 feet." He concludes, — "Nor can 
this application of the barometer fail of leading to 
some useful conclusion; for if, on trial, it shall be 
found that the operation of humidity in changing the 
specific gravity of the air is overruled or concealed by 
the action of more powerful causes, the discovery, even 
of this fact, will give a value to the observations." 

This suggestion is no longer required for the pur- 
poses of hygrometry, as we have now the means of 
accurately appreciating the effects of moisture upon 
the air : but there is no doubt that it might be applied 
to the discovery of other atmospheric influences. For 
this purpose it is now particularly fitted, as the hygro- 
metric correction may be independently applied with 
certainty ; and any other disturbances are disengaged 
from this source of ambiguity. 

I have long wished for an opportunity of making 
the attempt with all the requisite precautions; but, 
as it is one which requires patient and very careful co- 
operation, I have not been able to execute the details 
satisfactorily. The following experiments, however, 



though neceesariiy deficient in preeieion, may not be 
without interest, and their reeults may possibly induce 
others to undertake an investigation which promises 
amply to repay a patient pursuit. 

I have been extremely anxious to ascertain, in the 
first place, to what degree of precision it is possible to 
arrive in barometrical mensuration, in different states 
of the atmosphere, when the corrections for tempera- 
ture and vapour have both been made; and I availed 
myself of a long residence in the neighbourhood of 
Box Hill, and Leith HiU, in Surrey, to decide the 
point, as far as these heights would permit me; and 
also to select a series of stations for further experi- 
ments. The great disadvantage that I had to contend 
with, consisted in the want of contemporaneous obser- 
vations; in lieu of which I was obliged to substitute 
the mean of two observations, at the lower station, at 
setting out and returning. I shall here give the de- 
tails of four measurements of Leith Hill, to show the 
degree of uncertainty which attaches to this method 
of proceeding. The heights of the barometer are 
corrected for all adventitious circumstances, every pre- 
caution was taken in observing them, and the instru- 
ment was one upon the accuracy of which I had 
reason confidently to rely. 

The lower station was at the foot of Box Hill, 
about forty-five feet above the bed of the river Mole; 
and the upper station, the tower upon Leith Hill, 
about seven miles distant : — 
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Table IV. Barometrical Measuremenls of Leith HUL 



Date. 
1822. 


Barometer. 


Temperature. 


Results. 


Obsertatioxs. 


Lower 
BtetioD. 


Upiwr 
SUtion. 


Air. 

o 

71 
74 
09 

66 
66 
64 

66 
68 
66 

29 
29 
26 


Dew-Pofnt 


Height 
in Feet. 


Weight of Col. 
of Dry Air. 


June 24 
return 

Julyl 
return 

Aug. 12 
return 

Dec. 30 
return 


29*924 
29*926 

29-993 
29*996 

29748 
29.729 

29-787 
29-760 


29-067 
29-128 
28-876 
28-819 


o 

68 
60 
69 

44 

47 

43 

64 
62 
60 

16 
16 
16 


841 
823 
842 
838 


-944 
-933 
*936 
•940 


Very fine, with some 
heavy clouda and 
heat drops. Not 
clear. 

Very fine and dear. 

Close and damp, with 
small rain. 

Very fine and very 
cold. 

Means. 


836 


•938 



The differences from the mean, exhibited by this 
Table, must be ackno^eledged to be very small, being 
only 6 feet in 836 feet, or '006 in. of mercury in the 
weight of the intercepted column of air, corrected for 
vapour and temperature. 

The next series of experiments was made upon 
a less elevation, but one which offered the advantage 
of easier access, and a smaller interval between the 
observations. The lower station was the same as 
before, and the upper, a clump of trees upon Hedley 
Heath, which forms a very conspicuous landmark for a 
large extent of surrounding country. This height I 
divided into three stations, one above the other, for 
the purpose of ascertaining whether the parts of a 
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height, BO measured in divisions, would correspond 
with the direct measurement at two observations; iu 
what part the error, if any, was most likely to occur; 
and also the effect of difference of position with regard 
to the surrounding hills. The first station above the 
point of departure was in a deep ravine, below the 
military road which leads to the top of Box Hill. It 
is surrounded, except at a narrow entrance, by very 
steep hills, those on each side being about 200 feet 
high. It was selected for the purpose of ascertaining 
whether a difference in the velocity of the wind pass- 
ing over such a hollow, would produce any difference 
in the pressure of the atmospheric column. The 
second station was on the top of Box Hill, almost per- 
pendicularly above the point from wlieuce I set out ; 
and the third, the trees before described upon the edge 
of the hill, which is very steep, and forms part of the 
boundary of a valley which runs at right angles to the 
one which is overlooked by the second station. I 
sliall not attempt to give the particulars of the obser- 
vations, which would occupy too much space, but only 
the calculated results, and such circumstances as may 
be supposed to have had an influence in their produc- 
tion. Each height was calculated from the mean of 
two observations, one made in the ascent, and the 
other on the return. They are included in the fol- 
7 Table : - 
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these observatioDii, the tirst scries was made at 
a time when the atmosphere was in such a state, as to 
require the smallest possible correction for tompera- 
turc and moisture ; and it will be observed, that the 
calculation from them of the height of tlie highest 
station, scarcely differs from the mean, the error being 
less than 2 feet in 585. Tlie height of the next 
lower station also corresponds very closely; but in the 
height of the first station, we have a difference of 7'5 
feet in 157. This difference, most probably, attaches 
to the observation in the ravine: for, if it had been iu 
thf first observation, it would have been discoverable 
in all the results; whereas, omitting the second, all 
the rest are correct, and the third is deficient exactly 
the quantity which is in excess in the second. 

The last series forms the proper contrast to this, 
as requiring almost the greatest possible correctiou for 
both temperature and moisture : and here we perceive 
that the first and second heights are very correct, but 
tliere is a large error in the third, amounting to 10 
feet in 158. The height of Box Hill thus differs from 
the mean only 2*4 feet; while that of Hedley Heath 
differs 13 feet; the error must, consequently, be in- 
cluded in the last observation. 

In the second series of observations we find an 
error of 18 feet iu the total elevation; but by at- 
tending to the analysis, we cannot, as in the two last 
cases, trace it to any particular station ; it is largest 
at the first, but goes on accumulating at all: during 
this series, the wind was extremely violent. 

The third set of observations exhibits great errors 
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in deficiency in the first and last sections of the ele- 
vation, but none in the intermediate. The results of 
the fourth are all pretty accurate ; and those of the 
fifth present the only instance of any considerable 
difference between the measurement at one operation, 
and the measurement in parts. 

The result of all the observations taken together 
prove, that the intermediate station was very consi- 
derably less liable to error than either of the extremes, 
and strongly suggests the following query : — Whether 
local currents of air, and those deflections of the wind, 
which are caused by the different directions of different 
valleys, may not produce various partial adjustments 
of density, which may have an influence upon barome- 
trical mensuration? 

The measurement of a height in divisions, does not 
appear, by this analysis, to be liable to any objection ; 
and it possesses this great advantage, when the alti- 
tude is very considerable, viz., that we can make a 
much nearer approximation thereby, to the real spe- 
cific gravity of the intercepted column of air, than by 
two observations only. This remark is applicable to 
the correction for temperature, but much more so 
to that for moisture; for, as we have seen in the 
previous investigation, the quantity of vapour does not 
decrease gradually, like the heat, with the elevation, 
but continues of nearly equal elasticity to a certain 
height, and then suddenly decreases considerably. The 
mean, therefore, of two observations, taken at the bot- 
tom of a mountain and at the top, might be very far 
indeed removed from the real state of the aerial co- 
lumn ; and the more we multiply observations of the 



dew-point, the more we diminiBh the chances of error 
from this source. 

The last set of experiments includes a series of 
forty-five observations upon one height, under every 
possible variation of the atmosphere. The station was 
that upon Box Hill, which formed the second stage of 
the previous set. The results I shall divide into dif- 
ferent classes, to ascertain the influence of difTereut 
circumstances, and I shall express them by the length 
of the column of mercury, which would be the equi- 
poise of the intercepted column of air, supposing it 
corrected for temperature and moisture. The mean 
result of all the observations is "4848 inch. 

The following Table includes the eleven observEi- 
vatious, in whicli both corrections were at the greatest 
amount. 

Tablp. VI. Barometrical Meamtreinenl of Box Hill, 

ill very hut weather. 





Tamp. 


nlun 




Lcntthof 








Cotmnn. 


AH. 


Dcw-Point. 


Dm>Mi. 


■W6 


81 


66 


15 


■485 


68 


59 


9 


■494 


66 


60 


8 


■470 


67 


61 


6 


•472 


67 


64 


3 


■4<>5 


66 


56 


10 


■409 


65 


55 


10 


■495 


65 


57 


8 


■4»3 


65 


60 


5 


47tt 


65 


59 


6 


■470 


65 


52 


13 


■4H52 Me 


jn. 
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The average scarcely differs from the general mean. 

Seyen observations in cold weather^ in which the 
required corrections were very small^ and mostly on 
the contrary side, are included in the following Table : 

Table Yll. Barometrical Measurement of Box Hill, 

in very cold weather. 



LMifthof 
Colmnn. 


Tempermtare. 


Dryness. 


Air. 


Dew-Point. 


Inch. 

•492 
•494 

•487 
•486 
•490 
•474 
•467 


o 

31 

34 

30 

29 

32 

27 

32 


o 

29 
30 
23 
28 
31 
25 
30 


o 

2 
4 

7 

1 

1 
2 
2 


•4842 Mc 


(an. 



The average of these, again, only differs -0006 inch 
from the same standard. These experiments may, 
therefore, be regarded as decisive of the adequacy of 
the corrections for temperature and vapour.* 

Table VIIL Barometrical Measurement of Box Hilly 
with the Moon upon the Meridian. 



Length of ColmniL 

'482 
483 

474 

4m 

4B0 
'470 



4778 Mean. 
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The preceding eight results were calculated from 
observations when the moon was nearly upon the 
meridian. 

Here we have a small but decided difference, 
sufficient to strengthen the query already suggested 
in the first Essay. Does not the position of the moon 
influence, in some degree, the results of barometrical 
mensurations? The difference, '007 inch, is in defi- 
ciency, and agrees, so far, with the anticipation of the 
effect. 

The position of the sun may, also, be expected 
to have an influence upon the elastic fluids of the 
atmosphere, independent of its heating power; to 
determine which, the following observations at noon 
were extracted : — 



Tablb IX. Barometrical Measurement of Box Hilly 
with the Sun upon the Meridian, 



Length of Column. 



•473 
•470 
•495 
•475 
•465 
•476 
•470 
•486 
•494 
•474 

•4778 Mean. 



The difference is the same as in the last Table, 
and points to the same kind of planetary influence. 
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It is sufficient to justify the query— Does not the 
position of the sun aflfect the results of barometrical 
mensurations ? 

A third disturbing cause we cannot but look for 
in the operations of the electric fluid. 

The following four observations were made when 
the atmosphere was highly charged, and just before 
the commencement of violent thunderstorms :-^ 



Table X. Barometrical Measurement of Box Hill during 

Thunderstorms. 



Length of Column. 



•481 
•485 
•476 
•466 

•4767 Mean. 



The experiments, it must be acknowledged, are' 
not sufficient to establish the fact ; but the mean dif- 
ference, it will be observed, is more than a sixth of the 
total result, and strongly calls for further inquiry — 
Whether the electric state of the atmosphere does not 
affect the results of barometrical mensurations ? 

The following Table exhibits the barometrical 
results in the most opposite states of the wind, viz., 
when very high and when perfectly calm. 




Length of Column. 


wmdhitii. 


c^. 


■492 
■499 
■495 
■470 
■494 


■475 
■465 
■476 
■470 
■472 


■4900 


■4710 Means. 



The differences of +'0052 iu wiud, --0132 iu 
calm weather, induce me to conclude my queries by 
proposiDg the following question: What is the effect 
of wind upon barometrical mensurations? If I had 
had the means of prosecuting these inquiries in the 
complete manner which the nicety of the subject 
requires, I would not have suffered them to retain the 
form of crude speculations : but, under all circum- 
stances, I am not ■without hopes that this premature 
publication may be useful. It may possibly illustrate 
Mr. Playfair's suggestiou ; it may indicate the objects 
which it is calculated to illustrate, and it exemplifies 
the method of proceeding. 



}4. 



APPLICATION OF THE HYGBOMETEE TO CONFINED 
ATMOSPHERES. 



The hygrometer may be applied also to artificial 
atmospheres, and exjieriments upon confined air. For 
this purpose a bole is drilled in the side of the glass- 
receiver of an air-pump, {Plate l,fig. 2,) through which 



tlio tube fnttceeding hfpm the ball within it, cofOtaiiiiDg 
tluf thermometer, i« famed, and welded with the tube 
proceeding from the other ball on its exterior, bjr 
means of a lamp ; the stem is secured in the side ^ 
the glass with cement, the ether bcnled, and the capil- 
lary opening closed, as bcrfore directed. The external 
ball is then to be covered with muslin; bj this arrange- 
ment the evaporation from the latter produces a corre- 
sponding degree of cold upon the internal ball, which 
will measure the quantity of vapour included, by the 
precipitation, which may readily be marked. In deli- 
cate experiments a lighted taper, in a glass lantern, 
placed behind the bulb of the instrument, renders the 
deposition more easily visible, and insures accuracy. ' 

The hygrometric properties of any substance may 
thus be readily measured, by placing it under thq 
receiver, and marking the absorption of the vapour. 

The following may be taken as examples of the 
mode of experimenting. 

Exp. 1. — With the thermometer at 60°, I found 
the point of condensation to be 50° : I then took a 
receiver, of the capacity of fifty-six cubic inches, 
fitted with a hygrometer, and ground to the plate of 
an air-pump. The condensation was produced very 
visibly under the glass at the same temperature. Now 
the quantity of vapour in a cubic foot of air, under 
tke above conditions, was only 4*445 grains ; therefore 
mt ^-camitv actually included in the receiver, could 
'ULJf ^ 0-144 grains; which will serve to prove the 
^szmsm^ ^eiicacT of the instrument, as it distinctly 
:xMusA^ «> «Ball a quantity. The receiver was then. 



■without cbanging its contents, slid over a vessel con- 
taining water. In an hour and a lialf, tbe extenml 
temperature remaining the same, the precipitation 
took place at o7\ At the expiration of another hour 
and a half, the affusion of ether upon the exterior 
ball caused instantaneous condensation upon tbe 
interior one, showing that saturation, at tlie existing 
temperature, bad taken place. The bell-glass was now 
slid from tbe water, and placed over a glass containing a 
few drops of sulphuric acid. After remaining a quarter 
of an hour in this situation, a depression of tempe- 
rature of 30° produced no mist upon tbe instrument. 

Exp. 2. — The receiver was placed upon the plate 
of the air-pump with some water under it; the air was 
then exhausted as perfectly as possible. Tbe barome- 
ter stood at 29'79 inches, the thermometer at 62°; the 
gauge of the pnmp at 29'20; to the latter should be 
added tbe pressure of tbe included vapour at 62°=*59 
inch, which wouhl make tbe gauge and tbe barometer 
exactly correspond. When ether was dropped upon 
the exterior ball, precipitation was instantaneous. Air 
was now admitted gradually, till the gauge fell to 14 
inches; tbe point of condensation was not altered, 
neither vra.3 it affected by restoring the equilibrium 
completely. 

Exp. 3. — Temperature 64°; point of condensation 
61". The air in the receiver was rarefied till a copious 
cloud was formed; tbe gauge then stood at 8*1 Inches, 
and the point of condensation bad fallen to 54°. When 
the glass bad risen to 60", the air was suddenly restored, 
and a copious dew was formed upon it ; the exhaustion 



was next carried on, till the cloud which was formed 
had totally disappeared, and the gangc stood at 24*2 
JQches. No precipitation took place at a temperature 
of 34°; the air was gradually re-admitted, and the 
deposition took place with the hygrometer at 36°, and 
the gauge at 15 inches. 

Exp. 4. — ^The receiver was filled with oxygen in 
contact with water, and afterwards with hydrogen; hut 
the point of condensation was the same as when filled 
with common air, under the same circumstances. This 
result, Eis well as that of Experiment 2, fully coincides 
with Dr. Dalton's view of the theory of mixed elastic 
fluids, and proves, indeed, that the gases act as vactm 
with regard to vapour; and that, where they happen to 
be mixed together, they exist as independent atmo- 
spheres, 

Exp. 5. — Having absorbed all the vapour contained 
in the receiver by means of sulphuric acid, I placed it 
over some spirits of wine; after remaining some time 
in this situation, a few drops of ether upon the hygro- 
meter produced an instant precipitation. The experi- 
ment was also made with ether, in the place of the 
spirits of wine, with the same results. 

Exp. 6. — The temperature of a room being 45°, I 
fouod the point of condensation in it to be 39°. A 
fire was lighted in it, the door and windows carefully 
shut, and no one was allowed to enter: the thermo- 
meter rose to 55'^, hut the point of condensation re- 
mained the same. A party of eight persons afterwards 
occupied the room for several hours, and the fire was 
kept up : the temperature increased to 58^ and the 
point of condensation rose to 52". 
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Several alteratious ami supposed improvements of 
the dew-point hygrometer have been from time to time 
proposed and constructed, but experience has proved 
them to be deficient in accuracy, and they have not 
been adopted: it is therefore needless, at present, to 
enter upon any criticism upon them ; and I shall pro- 
ceed to record some examples of its application to 
confined atmospheres, and of the nature of the ques- 
tions which it is capable of resolving. I shall not 
think it necessary to reprint the register of the mete- 
orological observations of it, which I kcjit for three 
years, and published in the former editions of these 
Essays, nor the similar observations of my friends 
Colonel Sabine and Mr. Caldcleugh in tropical climates. 
These details are sufficiently upon record, and it may 
be permitted me, without encumbering my present 
work with a repetition of their details, now to make 
use of the general results to be derived from them, 
and the registers of Colonel Sykes, who extensively 
used the instrument in the East Indies. 

I must not, however, omit the details of the 
observations made with it during Captain Parry's third 
voyage to the arctic regions. Tlie few opportunities 
which will, probably, ever occur of repeating such 
observations under circumstances of so mucli interest 
render them particularly valuable, and they admirably 
illustrate the pfiwers of the instrument in one extreme 
of climate. The pei-formance of the experiments was 
rendered particularly difficult by the negligence of the 
instrument-maker who provided the supply of ether for 
the voyage. This was of such very bad quality as 
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scarcely to produce a depression of two or three 
degrees in the instrument; the deficiency was, how- 
ever, ingeniously but laboriously supplied by a mixture 
of snow and salt or muriate of lime, applied to the 
covered ball. 

" H. M. S. Heclrt, at Port Bowen ; 
''December, 1824. 

" Two experiments to ascertain if any moisture 
existed in the atmosphere, were made in the course of 
this month with Mr. DanicU's hygrometer; but none 
could be detected. On the 21st, the wind being light 
from the northward, with a perfectly clear sky, the 
instrument was exposed till both thermometers indi- 
cated the temperature of the atmosphere, which was 
-30°; and the freezing mixture (muriate of lime and 
snow) being then applied to the covered ball, the ether 
soon became frozen, and the thermometer immersed in 
it indicated -46°, without the slightest appearance of 
deposit. Mr. Foster repeated this experiment on the 
25th, with very similar results, the temperature of the 
atmosphere being then -25^-5 with calm and clear 
weather. 

'' January y 1825.— Mr. Daniell's hygrometer was 
twice tried during this month : on the 3rd, the tem- 
perature being - 30°, and the instrument subjected to 
the same process as before, the ether froze without 
producing any deposit. The wind at this time was 
light from the eastward; the sky perfectly clear, except 
to the westward, where a dense haze indicated the 
vapour arising from open water in that direction. 

•* On the 24th, the temperature of the atmosphere 
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was - 35^ the sky clear, with the exception of a few 
thin clouds near the horizon to the eastward, and the 
wind light from the north, — the experiment was 
repeated, and when the ether became frozen, the ther- 
mometer indicated - 50% without the slightest appear- 
ance of deposit on the coloured ball. 

" February y 1825. — ^The hygrometer twice tried at 
the temperature of - 39° and - 28°'5, and the ether 
froze without any visible deposit. 

" Aprily 1825. — Twice in this month Mr. Foster 
succeeded in obtaining a deposit on the coloured ball 
of Mr. DanielFs hygrometer. On the 2l8t, the tem- 
perature of the atmosphere being +15°, the sky par- 
tially clear, with large well-defined clouds to the west- 
ward, a broad white belt of frozen vapour appeared on 
the instrument, coincident with the surface of the 
ether, on the temperature being reduced to - 4^. On 
the 25th, the temperature of the atmosphere being 
+6°, and the sky densely overcast, a similar deposit 
took place on the coloured ball on the ether being 
reduced to the temperature of -.l°-5. 

" Mr. DanielFs hygrometer was tried on several 
occasions, in different parts of the ship. The following 
examples will show how great a degree of dryness was 
maintained below* : 

" January 9. U^ 30™ a.m. 

Temp, of Middle of 

external air. Lower Dcok. Dew-Poiat. Remarka. 

- 22 .... + C>7-5 . . 4- 53-5 All the people had been 

on the lower deck for 
an hour and a half pre- 
viously, but were off 
the deck at the time. 



* Parky^s Third Voyage^ p. 46. 

Vol. II. F 
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§ 5. EYAPOSATION. 

The subject of oTaporatioii has occupied, at Tarions 
times, much of the attention of natural philosophers, 
and many accurate and interesting obserrations haye 
been recorded of the formation and diffusion of elastic 
fluids, from various kinds of liquids. The circum- 
stances, especially, attending the rise and precipitation 
of aqueous steam in the atmosphere, are acknowledged 
to be important in the highest degree, as upon their 
silent influence depends the adjustment of many of 
those important meteorological phenomena, with which 
is connected the wel&re of the organized creation. 
The labours of De Luc, De Saussure, and particularly 
of Dr, Dalton, have thrown considerable light upon this 
never-ceasing process; but something appeared to be 
still wanting to complete the investigation, and I early 
thought that an accurate hygrometer might be em- 
ployed to elucidate some of the points which appeared 
t/> be the most obscure. With this view, the experi- 
wefitH which I am about to detail were instituted. 

It in a well-known fact that water, under all cir- 
^:i9m0(KMnee% 16 endued with the power of emitting 
•»*f»*;^r, ^4 an elastic force proportioned to its tem- 
ycir^L^fM, It \% al<^ well understood, that the gaseous 
t^^v^^m^/^^ *4 tJHf earth, in some degree, opposes the 
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dtfitision, aiul retards tlio formntioii of thin vajiour; 
not, as Dr. Daltou has ebowu, by its wtight or pi-ussure, 
but by its vis inei-tue. The amount of this opposition, 
and the progression by which it is connected with the 
varying circumstances of density and elasticity, have 
never yet been experimentally explained. The ex- 
periments of Professor Graham have determined that 
the diffusiveness of gas is inversely proportional to 
the square root of its density, and hence it follows 
that the diffusiveness of steam of equal elasticity is 



%' 0-620 
for 0-788 : 



: 1 : 1-2 



It may facilitate the comprehension of the subject, 
to distinguish three cases with regard to the evapo- 
rating fluid : the first, when its temperature is such 
as to give rise to vapour equivalent in elasticity to the 
gaseous medium, and when it is said to boil; the 
second, when the temperature is above that of the 
surrounding air, but below the boiling point; and the 
third, when the temperature is below that of the 
atmosphere. 

With regard to the first, all the phenomena have 
been accurately appreciated. The quantity evaporated 
from any surface, under any given pressure, is governed, 
in some measure, by the intensity of the source of 
heat, and is in no way affected by the motions of the 
atrial fluid. The elasticity of the vapour is exactly 
equivalent to that of the air, which yields en masse to 
its lightest impulse. When disengaged, it is imme- 
diately precipitated in the form of cloud, giving out 
F2 
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its latent heat to the ambient medium; and under 
that form is again exposed to the process of eyapo- 
ration, according to the laws which regulate our third 
case. All the phenomena attending the process of 
boiling have been ably inyestigated by Gay-Lussac, 
Dal ton, Ure, and Archdeacon Wollaston; but, as they 
have comparatively little connection with the atmo- 
spheric relations, which are the particular object of 
our present inquiries, I shall proceed to the second 
case of evaporation. 

When the evaporating fluid is of a higher tempe- 
rature than the surrounding air, but not so high as to 
emit vapour of elasticity equal to it, the exhalation is 
proportionate to the difference of temperature. The 
gaseous fluid, in contact with the surface, becomes 
lighter by the abstraction of portions of the excess of 
heat, and, rising up, carries with it, in its ascent, the 
entangled steam. (This, as in the former case, is pre- 
cipitated, and, in the form of cloud, exposed to the 
third species of evaporation.) This process is not only 
proportioned to the difference of temperature, and 
the elasticity of the vapour, but is also governed by 
the motion of the air. A current of wind tends 
to keep up that inequality of heat upon which it 
depends, and prevents that equalization which would 
gradually take place in a stagnant air. Such is the 
evaporation which often takes place in this climate 
in autumn, from rivers, lakes, and seas, and which 
is indicated by the fogs and mists which hang over 
their surfaces. 

It is, however, tlie third modification of circum- 




staDces, which 19 the most interesting iu the point of 
view which I have suggested, and from which I have 
merely distinguished the preceding, to free the subject 
from ambiguity. \Vhen the temperature of water is 
below that of the atmosphere, it still exhales steam 
from its surface; but, iu this case, the vapour, having 
neither the force necessary to displace the gaseous 
fluid, nor heat enough to cause a rapid circulation, 
which would raise it in its course, as in the preceding 
instance, (although the mixture of vapour and aur ia 
lighter than dry air, and would therefore have a 
tendency to rise,) is obliged to filter its way slowly 
through its interstices; and the nature of the resist- 
ance it meets with in this course is the first object of 
investigation. 

The force of vapour, at different temperatures, has 
been determined, as we have seen, with great accuracy, 
and the amount of evaporation has been shown to be, 
aeieris paribus, always in direct proportion to this 
force. The quantity is also known to depend upon 
the atmospheric pressure, but I know of no experi- 
ments which establish the exact relation between the 
two powers. 

This point I attempted to elucidate by inclosing 
in a glass receiver, upon the plate of an air-pump, a 
vessel with sulphuric acid, and another with water; 
by properly adjusting the surfaces of the two, it is 
easy to maintain, in the included atmosphere of per- 
manently-elastic fluid, an atmosphere of vapour of any 
required force ; or, in the usual mode of expressing the 
Mimo fact, the air may be kept at any required degree 
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of dryness. The density of the air, in such an ar- 
rangement, may, of course, be Taried and measured at 
pleasure. Now there are three methods of estimating 
the progress of eyaporation in such an atmosphere: 
the first, and most direct, is by weighing to find 
the loss sustained by the water in a given time ; the 
second, to measure, by a thermometer, the depression 
of temperature of an evaporating surfietce; and the 
third, to ascertain the dew-point, by means of the 
hygrometer. 

Experiment 1. 

The receiver which I made use of was of large 
capacity, and fitted with a hygrometer. I placed under 
it a flat glass dish, of 7^ inches diameter, the bottom 
of which I covered with strong sulphuric acid. The 
glass bell but just passed over it, so that the base of 
the included column of air rested everywhere upon 
the acid. In the centre of the dish, was a stand with 
glass feet, which supported a light glass vessel of 2-7 
inchfrs diametf^r, and 1-3 inches depth. Water to the 
depth of an inch was poured into the latter; the 
<>vap^»rating surface, therefore, stood just three inches 
*iwv<^ f.hat of the acid. A very delicate thermometer 
fp^M in rhe wat^rr, upon the bottom of the glass, 
;fcnd ano^M^rt waA «iuMfi^;ndefI in the air. It may be 
.<',^^>«j^i!Ar7 V, ^»bM<?rv^, that the sides of the vessel were 
^y^^yi4\f*i^\Hf v# iu ytffttorn^ which was perfectly flat. 
.' ,/- M-yjif '>f* ^hrz i'^roTO^^f was 2&'6, and the tem- 
x^<^'^«or/' / Si^ »%t/-r 7p^ . fn twenty minutesf from 
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the beginning of the experimeiit, the hygrometer was 
examiiied, and no deposition of moisture was obtained 
at 26' . 

This being the greatest degree of cold which could 
be conveniently produced by the affusion of ether, the 
experiment was repeated, with a contrivance which 
admitted of the application of a mixture of pounded 
ice and muriate of lime, to the exterior ball of tlie 
iiygrometer. In this manner the interior ball was 
cooled to 0^ without the appearance of any dew. The 
temperature of the water and air was, in this instance, 
58% and the pressure of the atmosphere 30*5, 

From this experiment it appears, that in the 
arrangement above described, the surface of water 
was not adequate to maintain an atmosphere of the 
small elasticity of '068 inch; in other words, the 
degree of moisture in the interior of the receiver oould 
not have exceeded 129, the point of saturation being 
reckoned 1000. How much it was less than this, or 
whether steam of any less degree of elasticity existed, 
the experiment, of course, did not determine. We 
may reckon, however, without any danger of error in 
our reasoning, that the sulphuric acid, under these 
circumstances, maintained the air in a state of almost 
perfect dryness. 

Krpcrimott 2. 
The same trial was made with atmospheres va- 
riously rarefied by means of. the punip. No deposition 
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sible to produce ; and tfae state of dryness was as great 
in the most highly attenuated air, as it was in the 
most dense. In the higher degrees of rarefaction, the 
water, however, became frozen. 

Ejpperiment 3. 

The water, which had been previously exposed 
to the vacuum of the pump to free it from any air in 
solution, was weighed in a very sensible balance, 
before it was exposed to the action of the sulphuric 
acid under the receiver. Its temperature was 46°, 
and the height of the barometer 30*4. In half an 
hours time it was again weighed, and the loss by 
evaporation was found to be 1*24 grains. It was 
replaced, and the air was rarefied till the gauge of the 
pump stood at ]5'2; in the same interval of time it 
was re-weighed, and the loss was 2*72, but its tem- 
perature was reduced to 43°. The loss from evapora- 
tion, in equal intervals, with a pressure constantly 
diminishing one-half, was found to be as follows : — 

Temperature. Lom. 

Premire. Beginning. End. Grains. 

30-4 45 45 ]-24 

15-2 45 .. 43 2-87 

7-6 45 43 5-49 

3-8 45 . 43 8-80 

19 45 ... 41 14-80 

•95 44 ... 37 2416 

•47 45 ... 31 39-40 

When the exhaustion was pushed to the utmost, 
the gauge stood at 007, and the evaporation in the 
half-hour was 87*22 grains. During this last experi- 
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ment, the water was frozen in about eight minuteg, 
while the thermometer under the ice denoted a tem- 
perature of 37°. 

Now, before we infer from these experiments the 
state of eyaporation from different degrees of atmo- 
spheric pressure, it is necessary to apply to the results 
a correction for the variation of temperature which 
took place during their progress. The quantity of 
evaporation having been determined to be in exact 
proportion to the elasticity of the vapour, we must 
estimate the latter from the mean of the temperatures 
before and after the experiments, and calculate the 
amount for any fixed temperature accordingly. This 
will, doubtless, give us a near approximation, although, 
from the last experiment, we perceive that the method 
of estimating the temperature of the surface water 
cannot be absolutely correct. The following Table 
presents us with the former results so corrected for 
the temperature of 46°. 

PreaBure. Grains. 

30-4 1-24 

15-2 2-97 

7-6 5-68 

3-8 912 

1-9 15-92 

•95 29-33 

•47 50-74 

•07 112-32 

Notwithstanding the slight irregularity of the 
above series, we can, I think, run no risk in drawing 
from it the conclusion, that the amount of evaporation 
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is, ccBteris paribus^ in exact inverse proportion to the 
elasticity of the incumbent air. 

Before we proceed, it is necessary to say a few 
words upon the apparent discrepancy between the 
results of Dr. Dalton's experiments and mine, as to 
the amount of evaporation, at the full pressure of the 
atmosphere. He found, upon the supposition of no 
previous vapour existing in the air, that the full eva- 
porating force of water, of the temperature of 45°, 
would be 1*26 grains per minute, from a vessel of six 
inches in diameter. This amount, reduced in propor- 
tion to the squares of the diameters of the two vessels, 
would give 7*65 grains in half an hour, from the glass 
of 2*7 inches diameter which I employed. It must, 
however, be recollected that Dr. Dalton's calculations 
were founded upon experiments made at a tempera- 
ture very considerably above that of the surrounding 
medium, and that consequently a current must have 
been established in the latter which greatly accele- 
rated the progress. It is true, that he afterwards 
subjected his calculations to the test of experience, at 
common atmospheric temperatures; but then he ex- 
pressly states, that "when any experiment, designed 
as a test of the theory, was made, a quantity of water 
was put into one of the vessels, and the whole was 
weighed to a grain ; then it was placed in an open mn^ 
doWy or other ea?posed situationy for ten or fifteen 
minutes, and again weighed, to ascertain the loss by 
evaporation." In this way he ascertained that, with 
the same evaporating force, a strong wind would 
double the effect. The difference, however, even after 
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these considerations, is still very striking; but, from 
several repetitions of the experiment, I have no doubt 
of its exactness. 

Ea^periment 4. 

The arrangement described in the last experiment^ 
having been found adequate to maintain in the re- 
ceiver a state approaching to that of complete dryness, 
I had no opportunity of judging whether the elasticity 
of the vapour, as it rose from the surface of the water, 
varied in any degree with the pressure of the air, or 
\rhether any part of the increase of evaporation were 
dependent upon such variation. To determine this 
point, I placed the sulphuric acid in a glass, of the dia- 
meter of 2*8 inches, so that its surface was very little 
more than equal to that of the water. The vessels 
were placed side by side, upon the plate of the air- 
pump, and covered with the receiver. The tempera- 
ture of the water and air was 52^, and the height of 
the barometer 29*8. The following Table shows the 
dew-point, which was obtained, at intervals of half an 
hour, at different degrees of atmospheric pressure : — 



Borom. 


Temp, of Water and Air. 


Dew-Point. 


29^8 




52 


36 


14-9 




53 


37 


7^45 




52 


35 


3-72 




53 


36 


\m 




52 


34 


•93 


.... •»•• 


52 


36 


•15 




52 


36 



The differences of these results are so extremely 
small, and are moreover so little connected with the 
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of sulphuric acid of uearly equal dimensions with its 
base. Upon a tripod of glass, standing in the acid, 
was placed a vessel containing a little water, into 
which the thermometer could be dipped and with- 
drawn by means of the sliding wire. The bulb of the 
thermometer was covered with filtering paper. At the 
commencement of the experiment, the barometer was 
at 80*2 inches, and the temperature of the air 50^ 
Upon withdrawing the thermometer from the water, 
it began to fall very rapidly, and in a few minutes 
reached its maximum of depression. The following 
Table presents the results of the experiment, for dif- 
ferent degrees of the air's density ; the intervals were 
each of twenty minutes : — 



Barom. 


Temp, of Air. 


Temp, of wet Ther. 


Difference. 


.30-2 


50 


41 


9 


151 


49 


37 


12 


7-5 


49 


34 


15 


3-7 


49-5 


31-5 


18 


1-8 


49-5 


285 


21 


•9 


49 


24-5 


24-5 


•4 


49 


23 


26 



Here, in an atmosphere which a former experiment 
has proved to be in a state of almost perfect dryness, 
we find that, at the full atmospheric pressure, the wet 
surface of the thermometer was reduced 9°. It is 
worthy of remark, also, how small a quantity of water 
is required to produce this effect. It has been pre- 
viously shown, that a surface of 2*7 inches diameter, 
only lost 1*24 grains in half an hour. This would 
have been 1*41 grains at the temperature of 49'. The 
surface of the wet thermometer could not have ex- 
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ceeded ^^^th of that of the cTaporatiog vessel, and the 
maximum effect was produced in ten minutes, or ^rd 
of the time, so that the weight of water evaporated in 
this case was not more than (-0094 grains) one hun- 
dredth of a grain. It will be seen that the depression 
increased with the rarefaction of the air, but in the 
proportion only of the terms of an arithmetical pro- 
gression to those of a geometrical. The increase is 
attributable, not to the augmented quantity of the 
evaporation, but to the decreased heating power of the 
atmosphere. MM. Dulong and Petit, in their expe- 
riments upon the cooling power of air, determined it 
to be nearly as the square root of the elasticity; but 
whether the heat which it is capable of communicating 
to a cold body, follow the same progression, the expe- 
riments above detailed are not sufficient to determine 
with precision. We may, however, certainly conclude 
from them, that the temperature of an evaporating 
surface is not affected by the mere quantity of evapo- 
ration. 

It is right to remark that, in the last experiment, 
care was always taken to station the evaporating ther- 
mometer in the same place in the receiver, for I found 
that, when the air was highly rarefied, a greater degree 
of cold could be produced by approximating the wet 
bulb to the surface of the acid. No difference, how- 
ever, oould be perceived from such a change at the 
ftall atmospheric pressure. I also ascertainetl that no 
change of relative position in the surfaces of the acid 
and water produced any alteration in the dew-]>oint 

er any circumstances. 
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§ 6. ORGANIC HYGROBiETERS. 

I now feel called upon to make a few observations 
upon other methods and instruments which have 
been contrived for estimating the amount of vapour 
at any time mixed with a gaseous atmosphere ; but I 
should have thought it unnecessary, in the present 
advanced state of science and experience, to have 
instituted any comparison between the Dew-point 
Hygrometer and those instruments which have been 
constructed upon the hygroscopic properties of a hair, 
a gut, or the beard of an oat, had it not been for the 
curious fact that the meteorological registers of two 
of the first Observatories of Europe still record the 
observations of De Saussure's hair hygrometer, to the 
exclusion of any other*. In a recent edition (1840) 
of a Treatise on PhysicSy by M. G. Lam^, I find, 
moreover, the following strange assertion, with regard 
to all other hygrometers whatever : " Ces hygrom^tres 
ne sont pas employes a cause des manipulations exigees 
pour chaque observation qui les rendent moins com- 
modes que celui de Saussuref /' It is, therefore, with 
surprise that I feel obliged by such authority to repeat 
the answer which I made twenty years ago to the 
Editors of the BiUiotheque Universelle^ of Geneva, 
who, in their number for March, 1820, gave an ac- 



* I find, upon looking back in the Annates de Chimie^ that 
the record of obserrations in that work has been discontinued 
since August, 1835, although the column for their insertion has 
been diligently maintained. 

t Tom. i. p. 512. 
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count of my then recent invention, and their reason 
for preferring the hygrometer of their illustrious coun- 
tryman De Saussure. In replying to their observa- 
tions, I shall, it is to be presumed, answer the strongest 
statement that can be made in &vour of hygroscopic 
substances. 

In the first place, however, it is satisfactory to be 
able to record so strong a testimony to the accuracy 
of the combination as the following ; — " On pent ne 
pas adopter toutes les theories de Tauteur ni partager 
sa predilection pour Tappareil qui fait Tobjet principal 
de son mdmoire ; mais on ne peut disconvenir que cet 
appareil, tel gu'il est construit par M. Newman^ fonc^ 
tionne admirablementy 

" II est a presumer," say the learned Editors, ** que 
Tauteur ne faisant mention nuUe part dans son me- 
moire de Thygromfetre a cheveu, du feu De Saussure, 
n'en avait aucune connoissance; fait assez Strange vii 
la reputation qu'a acquise et que m^rite k fort juste 
titre cet instrument pour toutes les recherches deli- 
cates. II est pour le moins aussi sensible que celui 
de Tauteur; et pour la commodity du transport et de 
I'usage soit a Tair libre, soit en vases clos, I'hygromfetre 
k cheveu I'emporte beaucoup. II faut toujours faire 
une experience avec celui de Tauteur lorsqu'on veut 
connoitre I'^tat hygrom^trique de I'air; il faut uno 
provision d'ether, etc. Avec celui de De Saussure au 
contraire, il soffit de le regarder; en observant aussi 
le thermometre dont les indications doivent toujours 
marcher pareillement k celles de I'hygromfetre, ainsi 
que Ta present soigneusement Tauteur dans son Essai 
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r I' H^grometrie, I'un (Ie3 fruits les plus remarquables 
de sa eagacite et tit- son genie." 

It would, indeed, have been straiige, had the pre- 
sumption been correct, that I was totally unacquainted 
with the instrument invented by that iudefatigable 
philosopher. Long had I been an humble admirer of 
Lis sagacity and genius, and to no work have I been 
more indebted for useful instruction on the subject 
of which it treats, than to the Essay above referred to. 
My reason for not making mention of the hair-hygro- 
meter of De Saussure, was, as I have before stated, 
the conviction on my mind of the general admission 
of the inadequacy of any application of organic sub- 
stances to the required accuracy of the purpose. I 
had selected, on a previous occasion, the whalebone 
hygrometer of De Luc, as the best contrivance of this 
nature, to elucidate this point by contemporaneous 
observations with my own instrument; and the editors 
of the Bibliotheque l/niverselle, themselves, in recording 
my opinion " on verra combien ses indications sont 
vague et peu concluantes," add, "nous ne sommes pas 
tr^s eloignes de cette opinion," Now, I must own, 
that I am quite at a loss to conceive any objection 
that can apply to the whalebone, that does not equally 
attect the hair as an accurate measure of vapour. But 
T shall prefer supporting tliis conclusion by the autho- 
rity of others, rather than by any arguments of my 
own; especially, as I think, that I can produce autho- 
rity, which the candour of tlie editors themselves will 
allow to be conclusive. 

And let us hear the BiMioUi£que UniverseUe itself 
Vol. II. G 
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upon this very subject. First, as to the proper con- 
struction of the instrument. '^ II en est pen qui exi- 
gent autant que Thygrometre de I'adresse et des con- 
noistonces dans I'artiste qui Tentreprend; ii devroit 
^tre physicien, m^anicien de t£te et de main, et mSme 
un pen chimiste. La facility de se procurer la sub- 
stance hygromfetrique qui fait Fame de TinStrument a 
toum^ k pifege: on a cru que partout ou Pon pouvoit 
se procurer des cheveux on fabriqueroit ais^ment les 
hygromfetres; k la bonne heure s'il s'agit d'hygro- 
m^tres quelconques ; mais on n'en obtient de r^guliers, 
comparables, durables que de la main d'un artiste 
expj^riment^." Next, as to its permanency and the 
consequent reliance that may be placed upon its indi- 
cations. 

" Dans ceux qui ont longtemps eprouv^s les incle- 
mences de I'air, le cheveu acquiert un plus grande 
susceptibility d'extension, et pour conservir k Tinstru- 
ment une marche bien uniforme il seroit k-propos de 
changer le cheveu tons les deux ans*.*' 

The Baron de Humboldt, the celebrated philosopher 
and traveller, who has had opportunities of making 
observations upon this subject which no other person 
ever yet enjoyed, and no other ever was more com- 
petent to appreciate, thus speaks of hygrometers in 
general, and of De Saussure's and De Luc's in parti- 
cular! . 



* Bib. Univ., AvriK 1819. 

t De Humboldt's Travels, translated by Helen Maria Wil- 
liams. Vol. ii. p. 84, et seq. 




"We know, by very accurate experiments, the 
capacities o*" saturation of the air at liiffereut degrees 
of tile thermometer; but the relations which exist 
between the progressive lengthening of a hygroscopical 
body, and the quantities of vapour contained in a given 
space, have not been appreciated with the same degree 
of certainty. These considerations have induced me 
to publish the indications of the hair and whalebone 
hygrometers just as they were observed, marking the 
degree shown by the thennometers connected with 
these two instruments. 

" As the fiftieth degree of the whalebone hygro- 
meter corresponds to tlie eighty-sixth degree of the 
hair hygrometer, I made use of the first at sea and in 
the plains, while the second was generally reserved for 
the dry air of the Cordilleras. The hair, below the 
siofty-fijXh degree of Saussure's instrument, indicates, 
by great variations, tiie smallest clumges of dryness, and 
hag, besides, the advantage of putting itself more 
rapidly into a state of ecjuilibrium with the ambient 
air. De Luc's hygrometer acts on the contrary with 
extreme sh mess; and on the summit of mountains, 
as I have often experienced to my great regret, we 
are often uncertain whetlier we have not ceased our 
observations before the instrument has ceased its 
movement. Od the other hand, this hygrometer, 
furnished with a spring, has the advantages of being 
strong, mtirking with great exactness, in very moist air, 
the least increment of the quantity of vapour in solu- 
tion, and acting in all positions; while Saussure's 
hygrometer must be suspended, and is often deranged 
G2 
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by the wind, which raises the counterpoise of the 
index. I have thought that it might prove useful to 
travellers to mention in this place the results of an 
experience of several years.** ^* Notwithstanding the 
doubts which have been raised in these latter times respect^ 
ing the accuracnf with which hair or whalebone hygrometers 
indicate the quaittity of vapours mingled in the atmospheric 
air; it must be admitted, that even in the present 
state of our knowledge, these instruments are highly 
interesting to a naturalist, who can transport them 
from the temperate to the torrid zone, from the 
northern to the southern hemisphere, from the low 
regions of the air which rest on the sea, to the snowy 
tops of the Cordilleras.*' 

"I have never been able to reduce the hair or 
whalebone to the degree of extreme siccity for want 
of a portable apparatus, which I regret not having 
made before my departure. I advise travellers to 
provide themselves with a narrow jar containing 
caustic potash, quick-Iiine, or muriate of lime, and 
closed with a screw, by a plate on which the hygro- 
meter may be fixed. This small apparatus would be 
of easy conveyance, if care were taken to keep it always 
in a perpendicular position. As under the tropics, 
Saussure's hygrometer generally keeps above 83°, a 
frequent verification of the single point of humidity is 
most commonly sufficient to give confidence to the 
observer. Besides, in order to know on which side 
the error lies, we should remember that old hygro- 
meters, if not corrected, have a tendency to indicate 
too great dryness." 



I)F A NEW HYGROMETER. 85 

Sir Johu Leslie, in bis Essay upon the relations of 
Air to Heat and Moisture, makes the fnllowiug remarks 
upon the same subject. " But these substances [ri2., 
hygroscopic substances), especially the harder kinds of 
them, unless they be extremely thin, receive their 
impressions very slowly, and hence they cannot mark 
with any precision the fleeting and momentary state 
of the ambient medium" "The expansion of the 
thin cross-sections of box, or other hard wood, the 
elongation of the humiui hair, or a slice of whalebone, 
and the untwisting of the wild-oat, of cat-gut, of a 
cord or linen thread, and of a species of grass brought 
from India, have, at different times, being used with 
various success. But the instruments so formed are 
either extremely dull in their motions, or, if they 
acquire greater sensibility from tbe attenuation of their 
substance, they are, likewise, rendered the more subject 
to accideutal injury and derangement, and all of them 
appear to lose, in time, insensibly, their tone and 
proper action." 

But it is to the Essay of M. dc Sausaure himself, 
that I might appeal with the most confidence, for the 
confirmation of this opinion. It is replete with ac- 
knowledgments of the obvious defects of instruments 
constructed upon this principle; defects which it was 
impossible that a mind like bis could overlook or 
attempt to conceal: and it proves fully that his saga- 
city and genius were tasked to the utmost, to diminish 
the sources of uncertainty which it was out of his 
power wholly to remove. Any person, who had not 
seen the minute instructions given by this able philo- 
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sopher for the construotion of his hygrometer, would 
be surprised at the nicety required in its adjustment. 
The mere preparation of the hair is a process of great 
delicacy and uncertainty. It is as a preliminary step 
exposed to an alkaline lixivium, upon the due strength 
and regulated application of which its most valuable 
properties depend; and hairs which have been un- 
equally exposed to this action are no longer fit for com- 
parison with one another. "Les cheveux n'ont une 
marche parall^le que quand ils sent ^galement lessiv^s." 
So that it would be impossible for an artist in London, 
although he were ^^physicien^ mecanicien de t^te et de 
maitiy et m^me un peu chimiste^*^ with the most scru- 
pulous attention to the directions contained in this 
Essay, to construct an instrument which should range 
with one made in Geneva^ unless he had the means of 
actual comparison. 

But after all the care which the ingenuity of such 
a philosopher could devise (and none but such a philo- 
sopher could be competent to take the necessary pre- 
cautions), he, the inventor speaks thus guardedly and 
candidly of the best instruments. " Quant k la compara- 
bilite des hygrom^tres construits avec cette substance je 
puis dire que deux ou plusieurs de ces instruments, faits 
avec des cheveux semblablement prepares, gradu^s sur 
les m^mes principes, et exposes ensuite aux mSmes 
variations d'humiditd et du s^cheresse, ont des marches 
qiie Von pent nommer parall^les. Je ne dirai cependant 
pas qu'ils indiquent toujours tons le m^me degr^, mais 
que leurs ecarts vont rarement au delk de deux degr^s. 
Si aprfes que deux hygromfetres auront s^journes, pen- 
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daiit loDg-tempB dans uu air ttks sec, par excmple, au 
qiiarantidtne degre de ma division, on en porte un dans 
un air encore plus eec, qui le fasse venir, je suppose, k 
treute, et que pendant ce tempe-la, I'autre ait ete porte 
dans un air un peu moins sec, par exeniple a ciuquante 
degr^s; qu'ensuite on les replace tons les deux dans 
I'air oil iU ^toient d'abord, ils ne reviendront ni tun ni 
tautre d quaranle; celui qui vient de I'air le moins sec 
restera a, quarante-deux ou quarante-trois; et celui qui 
vient de I'air le plus sec ue moutera quTi treute-sept 
ou trente-buit." " Cet hygrometre a I'inconvenient de 
lie pas revenir bien exactcmeiit au nicrae point Ior&- 
qu'ou I'agite un peu fortement, ou qu'ou !e transporte 
d'un lieu dans un autre, parceque le poids de trois 
grains qui tient la lame d'argent tendue, ne peut pas 
la ployer assez exactement pour la forcer a se coUer 
toujours avec la m^me precision contre I'arbre autour 
du quel elle se roule : or ou ne peut pas augmenter 
sensiblement le poids saus des iuconv^niene plus grands 
encore. D'ailleurs si le clieveu est trop long, le vent, 
lorsqu'on observe en plein air, a trop de prise sur 
lui, et communique ainsi h. I'aiguille des oscillations 
incommodes." 

Tlie relation of tbe degrees of this hygrometer, to 
the actual quantity of vapour in the air, is moreover 
very far from having been determined; "C'est ce que 
j'ai tente de faire," says the inventor, "pour mon hygro- 
metre; mais on verra que ce travail difficile est encore 
bien loin de sa perfection." 

When we add to these admissions of the inventor 
the disturbing influence of heat, which \s so great, that 
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the mere approach of the hand causes a sensible move- 
ment towards dryness*; the adhesion of dust and 
spiders' webs ; the choking of the pivot of the wheel ; 
and the possibility of friction from the index; we shall 
have some notion of the sources of error in this instru- 
ment, which the great philosopher, its inyentor, him- 
self has pointed out and laboured to modify. 

It is thus that I reply, or rather it is thus that 
universal experience replies, to the ^^pour le moins 
aussi sensible,'* of the editors of the Bibliotheque Unv- 
verseUe. As to the ^* commodity du transport et de 
Fusage,'' I must remark, that the whole of the new 
apparatus packs in a box, which may very conveniently 
be carried in the pocket; and although each observa- 
tion with it may, in strictness, be called an experi- 
ment, yet that infinitely less time is required to make 
this experiment, than would be necessary to assure an 
observer, with either the hair or whalebone hygro- 
meter, that ^Hhe instrument had ceased its move- 
ment."* The inconvenience of carrying a supply of 
ether, may, I think, fairly be set against that of an 
apparatus for rectifying the instruments described by 
De Humboldt, and which he considers necessary to 
give confidence in their indications. 

But upon this point I shall avail myself of direct 
evidence of the most unexceptionable nature. 

Mr. Caldcleugb, in his " Observations in Brazil, and 
on the Equator f," remarks, " 'WTien I commenced using 
the instrument, 1 was almost afraid to touch it, from its 



* M. Gjly Lusrac t Quart. Jourm. of Science^ toL xiv. p. 4(>. 
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ajiparent delicacy, but was soon convinced, from tlie 
many rude shocks it underwent, that it was stronger 
tliau I had imagined ; more tlian common carelessness, 
indeed, is required to break it. I may be permitted to 
add, that I think no traveller will find any inconvenience 
from carrying this hygrometer or its accompaniment, a 
sniall stock of ether ; the latter I usually placed among 
my linen." 

Colonel Sabine, also, after twelve months' experi- 
ence between the tropics, during which time he daily 
made numerous observations, thus bears testimony to 
the same fact : 

" I have great pleasure in remarking, that T found 
much less difficulty than T bud anticipated in getting 
corresponding observations made with the hygrometer, 
on the correctness of which \ could depend; the in- 
genuity in the principle of this instrument, and the 
simplicity of its application, together with the decisive 
nature of the results which it gives, independent of the 
labour, and, at beat, the uncertainty of _/(MVM7</a/c de- 
duction, form its great advantage over the methods by 
evaporation, or the indications of hygroscopic sub- 
stances: these particulare excite an interest in its trial, 
in persons to wliom it was previously unknown, which 
is probably the reason that the distrust, which is almost 
always in the first instance expressed, of precision in 
the observation itself, is found to give way in practice 
8o much sooner than might be supposed. It may be 
useful, also, to travellers in warm climates, to add a 
remark from my own exj>erience, that in ascending 
elevations, or in journeying inland over rough roads. 
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the ether carries perfectly well in a bottle in the 
waistcoat-pocket, with a common cork capped with 
leather ; and that the expenditure of ether altogether, 
will probably fall much short of the estimate, as with 
ordinary care, very little will be wasted*," 

The quantity of ether expended by Colonel Sabine 
during the year, fell something short of a pint. 

The dew-point hygrometer may be still further 
judged by the very competent authority to which I 
have been referred. M. de Saussure sums up, in his 
Essay, the qualities which a perfect hygrometer ought 
to possess ; allowing, candidly, that his own falls very 
short of the perfection which he proposes. All I would 
ask is, if the one which I have invented fulfil all the 
conditions laid down as follows, that for the good of 
science it may be adopted as a standard by experi- 
mental philosophers. 

"Un hygromfetre seroit parfait: premi^rement si 
les variations ^toient assez ^tendues pour rendre sen- 
sibles les plus petites differences d'humidit^, et de 
s^cheresse. 

2. " Si elles etoient assez promptes pour suivre 
pas-^-pas toutes celles de Pair, et pour indiquer toujours 
exactement son etat actuel. 

3. "Si rinstrument etoit toujours d'accord avec 
lui-meme, c'est-a-dire, qu'au retour du meme etat de 
Fair il se retrouvat toujours au meme degre. 

4. " S'il ^toit comparable, c'est-a-dire, si plusieurs 
hygrometres construits s^par^ment sur les memes prin- 



Quart. Journ. of Science^ vol. xv. p. 71. 
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oipes indiquoient toujoure le mfme degre dans les 
memes circonstances. 

6. " S'il n'^toit affect^ que par riiuaiidit^ ou la 
B^cheresse proprement dites. 

6. " Enfin si ces memes variations ^toieiit pro- 
portionnelles a celles de I'air, en sorte que dans des 
circonstances pareillea, un uombre double ou triple de 
degres iudiquat constamnient nn quaiitite double ou 
triple de vapeurs." 

S 7. WET-BULB HYGROMETER. 



But there is yet another method of estimating tbe 
quantity of moisture at any tiuie existing in the air, 
which is not liable to the same class of objections as 
those which we have been just considering; I mean 
that of a comparison between the temperatures of a 
moist and a dry thermometer. Dr. Hutton was the 
first who conceived the idea of a])plying such an 
observation to the purposes of liygrometry. " I used 
to amuse myself," says he, " in walking in the fields 
by observing the temperature of the air with the 
thermometer, and trying its dryness by the evapora- 
tion of water. The method I pursued was this: I 
had a thermometer included within a glass tube, her- 
metically sealed : this I held in a proper situation 
until it acquired the temperature of the atmosphere, 
and then I dipped it into a little water, also cooled to 
the same temperature. I then exposed my thermo- 
meter, with its glass case thus wetted, to tbe evapora- 
tion of the atmosphere, by holding the ball of the 
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thermometer, or end of the tube in which the ball was 
included, towards the current of the air ; I examined 
how much the evaporation from that glass tube cooled 
the ball of the thermometer which was included.'* 

Now this simple observation, it is probable, may 
furnish the necessary data for solving the problem in 
all its particulars ; but if it do, it is by means of ab- 
struse calculations, and many delicate corrections, 
upon which philosopher^ are by no means agreed. 

Sir John Leslie founded upon it an instrument, 
upon which he expended much ingenuity and research: 
it consists of an air-thermometer, one of the balls of 
which is covered with muslin, and kept moist ; but in 
departing from the simplicity of the original experi- 
ment, he has multiplied the sources of error, both in 
construction and observation. He has, moreover, sub- 
stituted an arbitrary scale for that of the common 
thermometer; and his hygrometer possesses a decep- 
tive sensibility, which is liable to be affected by more 
causes than those which can be taken into account. 

The observation is made in its most unexception- 
able manner by means of two perfectly similar and 
equal thermometers compared together throughout 
their scales. The bulb of one is superficially covered 
with some bibulous substance, and kept continually 
moist by the percolation of a little water. Various 
contrivances have been made for facilitating the ob- 
servation, the most convenient of which, perhaps, is 
that of Dr. Mason. 

Upon the stand m is fixed an upright rod of brass, 
fy supporting the scale ss, in the middle of which a 
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f){)ace is left to receive a glass tube, 
A, formed on tlie princi|ile of tlie 
bird-fountaiu, having on each side 
of it a thermometer, b6. Ttie bidbs 
of these thermometers are covered 
M'ith white silk, but round the stem |'t 
of one, a thread of floss-silk, e, is 
attaclieil, which terminates in tiio 
cup of the fountain, c. This bull) 
being thus in counexion Mitli ;i 
reservoir of water, ia kept wet bv 
capillary attraction ; and as evapu- 
mtioti is constantly taking pluci , 
its temjierature is reduced bc'lini 
that of the other bulb. 

Dr. Apjohn has raost ably and 
patiently investigated the circum- 
stances which it is necessary tu 
take into consideration in render- 
ing tbis observation available to tlic 
determination of the dew-point of 
an atmosphere in which it may be made, and from 
their recapitulation it will be seen how numerous and 
delicate and complicated they are. 

Wlieu in the moist-bulb hygrometer the stationary 
temperature is attained, the heat which vaporizes the 
water is assumed to be necessarily equal to that which 
the air imparts in descending from the temperature of 
the atmosphere to that of the moistened bulb. It ia 
alBO assumed that the air which has undergone this re- 
duction becomes saturated with moisture. In calculat- 
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ing from these aaramptions, the weight of water which 
would be converted into vapour by the heat which a 
given weight of air would evolve in cooling from the 
temperature of the atmosphere to that of the mois- 
tened bulb, it is not only necessary to know the ten- 
sion of vapour for every degree of the thermometer 
within the atmospheric range, but the specific heat of 
air must be taken into account as well as the latent 
heat of steam, (caloric of elasticity.) 

The latent heat of steam, however, varies, as is 
well known, with the temperature ; but in the formula 
for the calculation which we shall presently give, the 
latent heat of steam at 5QPy (1129^) is taken as a 
sufficiently near approximation. 

The specific heat of air varies also with the pres- 
sure, and upon the exact law of this variation different 
opinions are entertained. Tn the formula it is as- 
sumed that the differences of the specific heats under 
a constant volume are proportional to the differences 
of pressure. 

If we allow that these several approximate results 
are sufficiently near for ordinary purposes, an impor- 
tant objection remains to the observation of the moist- 
bulb hygrometer. It might be true, if no other agen- 
cies were taken into account, that when it has attained 
its stationary temperature, the quantities of heat which 
it loses and gains in a given time are perfectly equal, 
and that the heat lost is entirely employed in converting 
the water into vapour ; but the whole of the acquired 
b^t is not necessarily derived, though this is assumed 
to \h* the case, from the air cooled by contact with the 




bnlb of the instrameut. In fact, the liygromoter is 
in the predioament of a cool body placed in a warm 
medium, and it must consequently receive from sur- 
rounding bodies by radiation, a greater amount of heat 
tlian it imparts to them in virtue of the same process, 
and this will even vary, as we know, witli the state 
and colour of its surface. Dr. Apjohn acknowledges 
that this disregarded influence must be of sufficient 
magnitude to exert an appreciable influence, and re- 
grets his inability to assign any means of determining 
its amount. 

Amongst the objections to the instrument, we 
must not omit the smallness of the scale which the 
thermometer as commonly constructed affords. For 
accurate results it is necessary to observe the tenths 
of Fahrenheit's degrees, and the probable errors of 
observation bear a very high proportion to tlie required 
result, particularly about the freezing point. An error 
in reading of half a degree would affect the observa- 
tion with an error of -^th of the whole amount at 
the temperature of 32'^; while the same error at 80° 
would only occasion an inaccuracy of about g^th. 

But a much more important objection must be 
made to the wet-bulb hygrometer than any that has 
been yet pointed out, if we may rely upon the experi- 
ments of M. Peltier*. 

This gentleman has sliown that from a surface 
charged with resinous electricity the process of evapo- 



* On the Cause of the Electriu Phenomena of tbe Atmoephei 
l.y W. A. Feltier.—AnH. de Chim., Avr. Ilt42— Taylor's 
I, rol. iii. p. 377. 
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ration ill tbe atmosphere is more rapid than from the 
same surface in a neutral state, and he has even made 
*' an electric hygrometer, founded on the proportionality 
which exists between the loss of electricity and the 
quantity of vapours contained in the atmosphere." 

Now, if the process of evaporation be at all under 
the influence of the variable tension of atmospheric 
electricity, it is clear that any formula for estimating 
the dew-point, founded upon the hypothesis that such 
process is wholly dependent upon calorific influence, 
must lead to erroneous results : and it is not at all 
improbable that in some such unappreciated influence 
the explanation will be found of those negative results 
in which the temperature of the wet thermometer has 
been found above that of the dry, which occur in all 
long series of such observations, and which have been 
ascertained with the greatest care in the Greenwich 
observations. 

Tlie formula for the calculation of the elasticity of 
steam, from the observation of the moist-bulb hygro- 
meter, as finally corrected by Dr. Apjolm, is as 

follows: — f — r ~ « ''- 

■' "•' 88 30 

wherein /" denotes the tension of steam at the dew- 
point : f = the tension of steam at the observed tem- 
perature of the air: rf-the depression of the moist 
surface : 88 (or possibly 87) = a coefficient dependent 
upon the specific heat of the air, and the latent heat of 
the vapour : ^ = the existing pressure of the air; 30 
= the mean pressure of the air. 

Dr. Apjohn has, moreover, calculated the subjoined 




A 




table* by which tbe determiiiatiou of tlie dew point from 

the foniiula is greatly facilitated. It gives -5= ^ for 

every value of d between 0*1 and 10. In calculating 
an observation, this quotient, as is obvious from the 
formula, is to be multiplied by p, the existing pres- 
sure, and the product, when deducted from/', bs given 
by a table of the elastic force of vapour at different 
temperatures, will afford y, or the tension of vapour at 
the dew-point. Should the depression exceed 10\ the 



value of 



87 > 



- may still be derived from the table by 



addition. Thus, if d = 
= -00497. 



13° 



- =-00383 + -001 14 



Tablk (XII.) for Calculating the Elatlwil^ t^ Atmospbertr 
Vapour fiy the Wet-Bulb Hygrometer. 
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81 ■00310 


■2 
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2-3 


00084 


4-2 


■00160 


62 


•00237 


82, ^00313 


■3 


01(011 


2-3 


00087 


4-3 


■00164 


6^3 


■00241 
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■A 


00015 


2-4 


00091 


4.4 


■00168 


(i-4 


■00246 
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■6 
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2-6 
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4-6 


•00172 


B-5 


■00248 
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■6 


00023 


26 


00009 


4'G 


■00176 


G-fi 


■00252 


iSli -00329 


-7 


00026 


2-7 


00103 


4-7 


■00180 


6^7 


■O025C 


8^7 -00333 


■8 


00030 


2-8 


00107 


4-8 


■00183 


6^8 


•00260 


8-8 00337 


■9 


000.34 


2-9 


00111 


4'9 


■00187 


6-9 


•00264 


8^9 ^00340 


1- 


000D8 


3- 


00114 


fi- 


00191 


7- 


■00268 


0- -00344 


11 


00042 


ai 


OOllB 


5'1 


■00195 


71 


■00271 


9-1 -00348 


1-2 


000*5 


3-2 


00122 


6-2 


■00198 


Ti 


■00275 


9 2 00352 


1-3 


0004fl 


.1-3 


00126 


5-3 


■00202 


7-3 


■00.;79 


9-3 


■00356 


1-4 


■00063 


3-4 


00130 


64 


■00206 


7-4 


0O2B3 


0-4 


-00360 


l-fi 


00057 


3-5 


00134 


fi'6 


-00210 


V6 


•00287 


96 


■00363 


1-6 


00061 


3-6 


00137 


6-6 


■00214 


7-6 


■00291 


9-6 


■00367 


1-7 


OOOGJt 


3'7 


00141 


6-7 


■00218 


7-7 


•002S4 


9-7 


■00371 


IS 


00068 


38 


00145 


5.8 


■00222 


78 


■00298 


9^8 


■00376 


1-9 


00072 


3-9 


00149 


5-9 


■00226 


7^9 


■00302 


09 


■00379 


2- 


00076 


4- 


00153 


6- 


■00220 


1. 


■00306 


10- 


00383 
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When the reading, however, of the wet thermometer 
is lower than 32°, the formula becomes /^ = /' = gg- 

X ^ because the latent heat of water, as well as the 

latent heat of steam, must be taken into account, inas- 
much as the heat evolved has firsts to liquefy ice, and 
then to convert the water into vapour. 

Notwithstanding the assistance afforded by this 
table, it will be observed that the formula calculations 
for obtaining the dew-point from the inspection of the 
moist-bulb hygrometer, without regarding the uncer- 
tainty of some of the data upon which they are founded, 
are tedious and troublesome, and would certainly 
occupy more time than would be necessary for care- 
fully ascertaining the same point by the direct method. 
But little is gained, or, more frequently, every thing is 
lost, by this transfer of labour from the observer to the 
computator. Notwithstanding the thousands of obser- 
vations which have been made, probably no one ever sat 
down to calculate and discuss the results of a twelve- 
month's observations of either the hair or moist-bulb 
hygrometers. And without such reduction, what useful 
ideas, beyond the vague one of greater or less degrees 
of dryness, are their registers capable of conveying to 
the mind ? On the contrary, the comparatively limited 
use which has hitherto been made of the dew-point 
hygrometer has led to the most valuable and precise 
conclusions concerning one of the most important and 
ever-varying ingredients of the atmospheric mixture, in 
the different climates in which the observations have 
been made. The moist-bulb hygrometer is doubtless 
much to be preferred to any hygroscope dei>endent 
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upon the absorbing powers of an organic substance, but 
it would be but an idle excuse for any one who had an 
opportunity of observing both to prefer the former on 
account of the mere facility of the first observation. 
Either a hygroscope or a wet-bulb hygrometer might 
legitimately be used, in a long series of observations, to 
wani the observer of any change in the hygrometric re- 
lations of the atmosphere, which he would then proceed 
to verify and measure by the dew-point hygrometer. 

The safest deductions from the differences between 
the dry and wet thermometers are those which maybe 
derived from a long series of experimental comparisons 
with the differences between the dew-point and the 
temperature of the air, which, as bearing a fixed ratio 
to each other, may [»rohably be depended upon, at least 
in the locality in which the observations were made. 
Tlie Astronomer Royal has thus constructed from the 
Greenwich Observations a table of the values of the 
fraction 

Difference between Dew-Point nnd Temperature of the Air 
Difference between Evaporation Temperature and Air Temperature 

The difference between the dry and wet thermo- 
meter multiplied by these factors according to the tem- 
perature, and deducted from the temperature of the 
air. will give a close approximation to the dew-point. 

Suppose the observation to have been — 
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The observations were divided into groups, accord- 
ing to every five degrees of air temperature; and the 
following are the results : — 

Table XIII. Greenwich Factors for Jlnding Dew^PoitU from 

Temperature of Evaporation. 

o 
Temp, of Air between 20 & 25, the fraction = 9*0.... I observ. 

„ 25 & 30 „ = 5-2.... 31 „ 

„ 30&32 „ =41.... 47 „ 

„ 32 & 35 „ = 2-8... 99 „ 

35&40 „ s= 2-5.. 187 „ 

40&45 „ =2-2. .332 „ 

„ 50&55 „ =20 .373 „ 

„ 55 & 00 „ = 1-7 .339 „ 

„ 60&66 „ = I-7....228 „ 

„ 65 & 70 »» . = 1-6. .137 V 

70 & 75 „ * = 1-5... 55 „ 

75&80 „ =^1-5.... 24 „ 



„ 80&85 „ =1-6.... 8 „ 

„ 85 & 90 „ = 1*7.... 2 „ 



From a comparison of two years' observations at 
Greenwich of the wet-bulb hygrometer with those of 
the dew-point hygrometer, it appears that the extreme 
differences, by Dr. Apjohn's formula, are— 

- 3°-9 between 05 & 70 ; 
and 4- 3P'6 between 75 & 80. 

Whilst the extreme differences by the Greenwich 
factors are — 

- 3°-7 between 75 & 80 ; 
+ S^'-e between 75 & 80. 

Thus an appeal must still be made to the dew- 
point hygrometer, whilst we are seeking to become 
better acquainted with the almost infinitely varying 
circumstances by which the evaporation hygrometer 
is affected. 
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1 Table XIV. Elatlic Force a/ Aqiitout Vapour for ever,/ Degree | 
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ON THE 

RADIAT[ON AND ABSORPTION OF HEAT 
IN THE ATMOSPllERR. 



A pKRioD uf twenty years has passed since the publi- 
catioii of the following Essay upon the Radiation of 
Ileat in the AtnioBphere. It was the first attempt 
that had ever been made to systematize observations 
upon a subject of very great meteorological interest; 
but the observations which It recorded were neces- 
isBrily of a very imperfect l^iud, and avowedly insuffi- 
cient for the quantitative determination of the plijsica! 
laws of the plienomena. At tlie time, however, it 
excited considerable interest, which has gone on 
increasing, till, in far abler hands, and with the assist- 
aiice of a new and beautiful instrnment, which will 
be [ircsently described, one branch of the subject has 
been found capable of a mathematical discussion 
which will probably ere long, by the more general 
use of the same instnmient, he extended to other 
branches. 

In the menu time the iuvestigatiou has iisumed a 
new aspect, since the beautiful and important discovery 
of M. Meltoni, of calorific rays of different jiroperties, 
analogous in some degree to the difference between 
■JuminiferoLis rays. These rays are differently absorbed 
pmud transmitted by different media, just as the differ- 
ently-coloured rays are absorbed and transmitted by 
other media; the diathermancy of different bodies, 
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however, not at all agreeing with their transparency. 
One of the most important of the properties of radiant 
heat, and in which it differs from light, is the capa- 
bility of one kind of rays being converted into another 
by absorption and secondary radiation; so that, for 
example, the direct rays of the sun, which, falling upon 
a sur&ce of snow, would be almost entirely reflected 
without melting the snow, being first absorbed and 
then re-emitted from a piece of dry timber, would 
melt it wherever they impinged. 

The whole subject of atmospheric radiation, it is 
obvious, requires reconsideration with regard to these 
important distinctions ; and a new field of observation 
and experiment has thus become revealed to us, which 
will require fresh opportunities and probably new 
instruments of research. 

Notwithstanding this extension of our views, I am 
of opinion that the following observations will still be 
found of importance, were it only in the practical point 
of view, for ascertaining, as a circumstance of consi- 
derable interest amongst the particulars of different 
climates, the maximum degree of heat to which a 
plant, or the parts of a plant, may be subj^ted by a fiill 
exposure to the sun, under the most favourable cir- 
cumstances. Amongst them, also, will be found some 
approximate estimations of the force of the secondary 
radiation of terrestrial objects at different periods of 
the day, and some indications of specific differences in 
the rays of heat which permeate the atmosphere. 

As measures of the force of radiation in different 
latitudes, it must be allowed that they possess little 
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value, on account of the disturbing influences of 
which it was impossible at the time to take any 
account; tUey have, however, excited an iuquiry upon 
the subject which the use of the actinonieter, it te to 
be hoped, will speedily eatisfy. 

The radiation of heat is a subject of the utmost 
interest and importance, and the difficulties which sur- 
round it have exercised the ingenuity and industry of 
some of the greatest philosophers of modern times. 
Count Rumford, Professor Leslie, Sir Humphry Davy, 
Professor Prevost, Dr. Delaniche, and MM. Dulong 
and Petit, have particularly distinguished themselves 
by their experiments and reasonings upon it ; and tlie 
last-named gentlemen, more especially, have demon- 
strated some of the laws of the distribution of heat, 
with mathematical precision. To the above list we 
may now add the names of M. Mellont, Sir John 
Ilerschel, and Professor Forbes. 

With regard to the influence of radiation in the 
economy of nature, however, but little is at present 
known; and the elegant and demonstrative Essay 
of the late Dr. Wells upon the formation of dew, 
stands almost alone in exhibiting its important con- 
nexion with the welfare of the vegetable kingdom. 
His successful labours were directed to one particular 
branch of, what would appear to be, a very extended 
inquiry; for there can be little doubt that radiant 
caloric must have a direct and very important influence 
upon many of the processes of vegetation. 

It is with a view of exciting some attention to a 
subject which appears to mo to be so well worthy of 



elucidation, and to suggest some experiments, which,- ' 
to render them beneficial, require much perseverance 
and extensive co-operation, that I venture to bring 
forward some observations of my own, although I am 
fensible they are in a very imperfect state; but to 
whicli I have devoted much attention, particularly 
during the years 1819, 1820, and 1821. I hesitate 
the less to do so, as I am enabled, by the kindness of 
my friend Colonel Sabine, (wtiosc zeal for science 
prompted him, amidst the laborious operations con- 
nected with more important objects, to devote much 
of his leisure time to the study of atmospheric phe- 
nomena,) to give them additional interest, by com- 
bining witli them his experiments in tropical climates- 
It often struck me with surprise, that, in the nume- 
rous meteorological registers whicli liad been published 
in different parts of the world, no one had ever thought 
of including observations upon the intensity of the 
solar rays at different seasons of the year, and in differ- 
ent situations. It is well known to the agriculturist 
and the gardener, that without the direct influence of 
the sun, whatever may be the temperature of the air, 
tlie fruits of the earth seldom come to perfection. 
What, then, is the force of this important agent? 
what the raoditications to which it is subject? and 
how is its energy spent, when screened by concrete 
vapours from the surface of the earth ? Does its 
influence increase with the temperature of the air 
from the pole to the equator? or is the rapid vegeta- 
tion of the arctic regions, during the short summer of 
those climates, dependent upon any compensating 
energy of its operation? Before I attempt to answer 
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these questions, I will propose another, wbicb, many 
will be surprised to find, caunot be met witb an imme- 
diate solution ; wbicb is, tbe maximum degree of beat 
to wbicb a plant, or tbe parts of a plant, are subjected 
by exposure to a mid-day sun at midsummer in tliis 
climate? 

Many persons bave, at diflereiit times, exposed 
naked thermometers to the direct light of tbe sun, 
and marked their rise; but such trials bave never 
been persevered in, or registered with any exactness. 
Nor were the means employed calculated to resolve 
tbe problem with any precision. Few of the rays 
would impinge directly upon the bulb of the instru- 
ment so placed, and all, but the direct rays, would be 
reflected from it. The results would necessarily vary 
with size and shape, and no two thermometers would, 
probably, agree in their indications. 

Tliere arc, no doubt, in all the plants of tbe vege- 
table kingdom parts wbicb are calculated to absorb 
all tbe radiant beat which strikes upon them ; and 
therefore it is desirable to know, with a reference to 
this subject alone, the utmost amount of temperature 
which solar radiation is capable of producing. 

In my own meteorological register I therefore 
included a column for observations upon this point. 
These are complete from November, 1820, to tbe end 
of December, 1821, and from the beginning of May, 
1822, to the end of Augnst of the same year. They 
were made by means of a register thermometer of 
large range, having its bulb covered with black wool, 
and placed upon a south border of gai-den mould, with 
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Hence it appears that, as it might have been pre- 
dicted, the power of solar radiation follows the coarse 
of the sun's declination. The maximum intensity and 
effect occur in June, while the greatest mean tempera- 
ture of the atmosphere does not take place till July. 
This arrangement, no doubt, has an important in- 
fluence upon the processes of fructification in the 
vegetable kingdom. Agriculturists are well aware of 
the advantage of direct solar heat in the flowering of 
wheat, and other corn-crops; an advantage which is 
never compensated by any elevation of temperature 
under a clouded sky. A Table, similar to that above 
given, founded upon the experience of several years, 
would furnish a very valuable standard of comparison, 
and the causes of fruitful and unfruitful seasons would, 
no doubt, be found to be intimately connected with 
the particulars of which it would be composed. For 
example, it will be seen in the register, that in the 
very fruitful year of 1822, the force of the sun's radia- 
tion in May was 7°, and in June 5°, above the corre- 
sponding months of the year 1821, in which the crops 
of corn were universally blighted and mildewed. The 
discordances above exhibited would also be found to 
vanish in a more extended average, and a more regular 
progression would be elicited from the balance of dis- 
turbing causes. 

I have also been at some pains to ascertain the 
progression of radiation from the sun from its rising 
to the meridian, and from the meridian to its setting. 
The following are the details of a series of observa- 
tions, made for this purpose in the month of June, 
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1822. The day was perfectly calm and cloudless, and 
the atmosphere so clear that the disc of the moon was 
visible throughout the day. The dew-point, by the 
hygrometer, was stationary at 57^ and only a few 
light cirri were discernible in the south-east quarter of 
the heavens. 



Table XVI. Showing the Progress of Solar Radiation from 

Morning to Evening. 



Thermometer. 


Time. 


In Son. 


1 

' In Shade. 


Difference. I 


A.M. 9 


93 


68 


25 


9i 


103 


6» 


34 


10 


111 


704 


404 


lOi 


119 


71 


48 


11 


124 


71i 


62^ 


ni 


125 


72i 


52^ 


12 


129 


73 


56 


P.M. 04 


132 


74 


58 


1 


141 


74i 


66i 


H 


140 


75 


65 


2 


143 


76i 


674 


2i 


138 


76 


62 


3 


138 


76i 


61 i 


3i 


132 


77 


65 


4 


124 


76 


48 


^ 


123 


77 


46 


5 


112 


76 


36 


54 


106 


75 


31 


6 
Means 


100 


73 


27 


124 J 


73i 


6H 



Tlio mcgn results of five series of experiments, con- 
tUu*,Uu\ with ovory ponsible precaution, are contained 
III till* following Tftbh% showing the power of the sun's 
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radiation from 9^ a.m. to 6^ p.m., in the month of 
June. 

Table XVII. Showing the Progress qfthe Solar Radiation Jrom 
Morning to Evening in June^ upon an average of Jive Experi- 
ntenis. 



Time. 


Force of 
Suntlfaqf*. 


9^ A.M. 

104 

Hi 
12i 

l^P.M. 

2i 
3i 

H 
74 


32 
46 
56 
63 
65 
63 
58 
49 
35 
29 



Some important questions now present themselves, 
which in the present state of our knowledge can- 
not, I fear, be answered satisfactorily. It may, how- 
ever, be of some use to point them out as objects of 
future investigation*. As the mean effect of the sun's 
radiation upon the surface of the earth falls so much 
short of the impression which it is capable of produc- 
ing, in what way is its energy spent ? Is it absorbed 
or dissipated in mid air? How is the mean tempe- 
rature affected by it? How does it modify the as- 
cending gradation of temperature in the atmosphere ? 
What is its influence upon the concrete vapour of the 



* Since the preceding remarks irere written, a paper by Pro- 
fessor J. D. Forbes, bearing upon some of these points, has been 
published in the Phil. Trans, for 1842, some of the results of 
which are mentioned in the subsequent additions to this Essay. 

Vol. II. I 
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clouds ? Is it not the source of partial and very une- 
qual expansions and contractions in the aerial medium ? 

Before I proceed to detail some experiments which 
are connected (but sliglitly, I fear,) with these inte- 
resting inquiries, 1 shall avail myself of Colonel Sa- 
bine's kind assistance, in instituting a comparison of 
the radiant power of the sun in different latitudes. 

The first series of experiments to which I shall 
refer, were made in March, 1822, at Sierra Leone. 
The general state of the atmosphere was as follows : — 

^^The day commenced as usual, calm and clear; 
between a quarter and half-past ten the sea-breeze 
sprung up from the N.W., freshened at noon from 
the W.N.W., accompanied by a diffused haze. At 
one, P.M., cleared, the wind still freshening. At two, 
some very light clouds in the zenith, which clearing 
away before three, it became hot and oppressive in the 
sun, the sea-breeze gradually declining towards even- 
ing, and the land-wind setting in at half-past nine." 

Table XVIII. Experiments upon Solar Radiation at Sierra 

Leone. 



March 2nd. 


Time. 


No.l. 


No.«. 


Differ. 


No. 3. 


No. 4. 


Differ. 


Ncff. 


Obeenratioiu. 




O 


o 


o 


o 


o 


o 


o 




A.M. 10 


79-3 


95 


15-7 


110 






70 




11 


80 


93 


13 


109 






78 




12 


80-2 


91-6 


11*3 


105 






82 


Haze, [freshening. 


P.M." 1 


811 


88 


6-9 


109 


102 


7 


81 


Moreolear,and wind 


2 


80-9 


85 


41 


109-5 


102 


7-5 


64 


Light clouds. 


3 


83-4 


91 


7-6 


118 


107 


11 


70 


Clear. 


4 


82-9 


90 


71 


116 


108 


8 


53 


Wind dying away. 


6 


81-4 


83*5 


21 


100 


98 


2 






H 


80 


81-5 


1-6 


86 


86 
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ObservatiouB were made with the thermometers 
now described. 

" No. I. The mean of two thermometers, one 
with a silvered, the other with a blackened bulb, 
(differing never more than two or three tenths of a 
degree), freely suspended in the thorough drafit in a 
store-house with open doors and windows every way, 
and with a veranda around open at the sides. 

" No, II. A tbennometer with a blackened bulb, 
suspended freely between the pillars of a transit instru- 
ment (the instrument itself being removed), about one 
and a half feet above the earthen parapet of the fort, 
and several feet above the general level of the ground, 
in a iair exposure to the sun and wind. 

*' No. III. A similar thermometer to the pre- 
ceding in the same exposure, but in vacuo in a glass 
case. 

" No. IV. A thermometer in the same glass case 
with the preceding, but having its bulb inclosed in a 
double case of polished silver, not in contact with the 
glass or bulb. 

"No. V- A differential thermometer in vaam; 
the sentient ball coloured dark, and the other inclosed 
in a double case of polished silver. The graduation 
of this instrument was on the millesimal scale; i. e., 
the interval between the boiling and freezing of water, 
divided into 1000°. The last three were only exposed 
at the time of observation, being removed interme- 
diately into the house, when the equilibrium in the 
bulbs of No. V. was gradually restored at the tem- 

lii 
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perature indicated by No. I, These thermometers were 
registered, when the effect of the exposure had reached 
the maximum." 

The same thermometers were employed ou the 4th 
of March, the variations of the weather being as nearly 
similar as can be described — the usual weather, in 
short, of the season. 



Table XIX. 



Etperimenlx upon Solai 



Radiation nt Sierra 



Man;li4. 1 


Tl.„. 


».... 


«0.,. 


mna. 


No. 3. 


No. 4. 


DIB^. 


No. a. 






o 










a 


A.M. 9 












« 


69 


10 


805 


93 


125 


no 


105 


5 


79 


11 


80 


94 


14 


110 


105 


S 


86 


12 


80-2 


98-5 


183 


115 


108 


7 


93 


P.M. 1 


80'8 


96 


I5'2 


118 


108 


10 


88 


2 


81 


97 


le 


118 


no 


B 


77 


3 


83 


90-5 


7'5 


113 


105 


S 


69 


4 


82-5 


89-5 


7 


lOUii 


102 


7-5 


59 



The first and most striking result of these observa- 
tions, is the very small comparative energy of the solar 
rays. All the means adopted to measure their effect 
concur in this conclusion. The utmost difference 
between a blackened thermometer in the sun and 
another in the shade was only 18'3°; and m vacuo, of 
one prepared to repel the radiant heat, and of another 
to absorb it, 11^ It is obvious that the whole differ- 
ence between the first and third thermometer cannot 
be ascribed to radiation, for the latter, although placed 
in a rarefied medium, was still surrounded by atte- 
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nuated air and aqueous vapour, the latter of wlUcU 
appeared in a pretty copious precipitation of moisture 
upon the sides of the glass. This atmosphere, how- 
ever rare, was liable to become considerably heated 
under confinement. But even the maximum of this 
difference is only 38°. 

The next series of experiments, which were made 
at Bahia, on the coast of Brazil, come into more im- 
mediate comparison with my own, and agree in the 
conclusion of the diminution of the force of radiation 
from a tropical sun. A mercurial register thermo- 
meter, having its bulb blackened and covered with 
black wool, was fully exposed to the sun on grass, and 
compared with a thermometer in the shade : the fol- 
lowing Table exhibits the results. 

Table XX. EtperimenU upon Solar Radiollon at Bnliia. 





Bon. 


eiudo. 


DUTsmw. 


July 24 


114 


& 


32 


« 25 


123 


82 


41 


„ 26 


124 


83 


41 


„ 37 


123 


83 


40 


„ 28 


95 


78 


17 


„ 29 


115 


78 


37 


„ .30 


127 


80 


47 



Here the maximum effect was only 47°, with a 
nearly vertical sun ; while the same influence, in our 
temperate climate in June, in a medium not mueh less 
healed, was 65°. 

Colonel Sabine instituted a third set of experiments, 
upon the same point, during his stay in the Island of 



11» 
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Tbfi t Jiifff n iHue ten with black woiil^ was exposed to 
the :»in on the yegetacioa br wfaieh Port Rojil is sar- 
rmmdeiL Ifc i» a tngne <^* and piofeeti^ a con- 
^erabie dwianint iiUBo tha sa,. and ovemm hj the 
Tfbuiiiu- ySmximmtk. which waa at the time m flower. 
The bail of the thenBometer waa in contact with the 
vegetadiMW stfiii ^ mnwn t cd br it abent G«i indies off the 



r.uMiB XXI. 



at 





^ 


,^ 


H^» 


•^^ 


* 


> 


^ 


Au^. ^ 


!^ 


ai^ 


3lf 


« 


t3» 


i«r 


as 


ar 


i^ 


d(i 


. a« 


« 


l^ 


ii«( 


' 3tf 


« 


t:» 


Wa 


3»5 


3M 


i:& 


vll^ 


3lki 



V ti^vni it«vi\Hirt«d chermoQiecm. sospended fireely 
«HMv«ii bvifH^}^^ tlk%> up(>^r bfntiches of a stonted dead 
cHHu^^Hi <M*U v^AjK^^^^i to th^ :«ttu» near the other thermo- 
mvl%>4i t^tvMV tour ;*ttU iik batf feet abaw the ground, 
mut ui»4 lU v^MiUici >%kU the treew carefiitty obeerred at 
hUvu V Jk \^i thv t^iv attd afternoon^ fion tiie 25th to 
tJuv ,4\Hh v»l VHHA>bw> was newr seen to rise higher 
Umu k>ifr I'h**^ F^i^^ i^ usually attained at 10 aol, 
kH.j<iii> ih^ «v*^4>jreeae set in, fell as the breeze com- 
im^HVilt k>ak attained about the same height in the 
HlHauwM, lUlfck^MAjfK »k^ bweae had freshened inter- 

*k^^ UhUv^^IKMA* of the diBetwitial thermometer, 
UmU4«^^ iK^M^iiknl ^ ^hwmK were as follow: 
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Table XXU. Experimeuls upon Solar Hadialioii al Jamaica. 



„„ 


Hmir 


iJZZi. 


o......„.,. 


Oct. 24. 


12 


m 


Strong breeze— perfectly clear. 




P.M. li 


88 


Ditto ditto. 


2U 


A.M. 9l 


B2 


No breeie— very deur. 




13 


88 


Fresh eea. breeze — \d2 minutes. 


2H 


12 


90 


Clear— little bretze— in 2 minates. 




P.M. 2 


86 


Ditto— more breeze— in 2 iniDutes. 


30 


.«. 10 


88 


Very clear — no brecxe — in S inin. 




P.M. i 


91 


Very Btrong sea broezo— in 3 rain. 




H 


74 




Not. 3 


i.M. 8 


68 


Calm and clear. 







82 


Ditto ditto. 


7 


A.M. 7 


48 


Ditto «lilto. 



The smallnesa of the effect is no less striking from 
these results than from the last. 

In lookiug over the interesting personal narrative 
of M. (!e Humboldt, {in which the inquirer, upon 
almost any subject, is sure to meet with valuable in- 
formation) I find ample confirmation of these observa- 
tions. At Cumana he remarks, " I have often endea- 
voured to measure the potoer of the sun, by two thermo- 
meters of mercury perfectly equal, one of which 
remained exposed to the sun, while the other was 
placed in the shade. The difference resulting from the 
absorption of the rays in the ball of the instrument 
never exceeded 3'^-7 (6'^-6 Fahr.) Sometimes it did 
not even rise higher than one or two degrees*." 

A fourth set of Colonel Sabine's experiments, in 
the mountains of Jamaica, presents a comparison of the 



• liuiuuoLiiT':^ Ti-nveff, by II. M. Williums. vol. ii. p. 5R. 
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greatest interest. The observations were made on 
the 31st of October, at Mr. Chisholm's house, situated 
on the summit of the Port Rojral ridge, 4000 feet 
above the sea. The woolled thermometer was laid 
upon the grass-plat, about 100 yards from the house, 
and fairlj exposed to the sun. In the forenoon, in 
intervals of the breeze, when the skj was clear, it rose 
aboTe 130^; the thermometer in the shade, at the 
time, being 73^. The difier^ice of 57^ exhibits a much 
greater intensitj of action than any that had been 
obtained at the level of the sea. The following ob- 
servations of the differential thermometer tn vaeuOj in 
the same situation, confirm the conclusion. 

Tablb XXIII. Experhmemis mpom Solar Rmdimikmy mpom Ike 

Momntaims of Jam^tica. 



Daw. 


Time. 


DOhiwti^ 


Obbsbtathms. 


Oot. 31. 


A.M. 9 
10 
11 

Id 


o 

74 

100 

84 

100 


g a 1^ Minute. 
||IU Minate. 
S 1 |li Minate, light cloods. 
* 1 1 J Minate, reiy dear. 



An it Ap)>oars, 1 think, incontrovertible, from a 
(Miinpiirimin of Colonel Sabine's experiments with my 
own, thiit tlu^ fort*o of the sun's direct radiation 
itoi<riiiiN(«M in iipproAohing the equator, I became anxious 
lo liMiMM'tiiln. It* poNMihlo, whether an analogous contrary 
iil1tn<l< WMr0 ohii(»rvAbK^ in advancing towards the pole. 
In loohlnif ovtir tho Jimrn^ of the late Expedition for 
MiM illwMiv^ry of a northwo«t passage, I found some 
ifliH^rVflitoMNi whioh ttMui«H( much to establish this 
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curious fact At page 157 of that interesting narra^ 
tive, Captain Parry observes : — " On the 16th (March), 
there being little wind, the weather was again pleasant 
and comfortable, though the thermometer remained 
very low. While it continued nearly calm, we ob- 
served the following differences in the temperature of 
the air in the shade, and in the sun ; the latter were, 
however, noted by a thermometer placed under the 
ship's stem, which situation was a warm one> for the 
reasons before assigned." The difference of warmth 
in this situation had been before ascertained not to 
exceed from 2° to 5°. 

Table XXIV. Experiments upon Solar Radiation at 

Melville Island, 



Date. 


Time. 


Bun. 


Shade. 


Difference. 






o 


o 


o 


March 16 


A.M* <7 


+ 24 


- 24 


48 




10 


+ 27 


- 23 


50 




11 


+ 28i 


- 22 


50| 




12 


+ 29 


- 21 


50 




P.M. 3 


+ 19 


- 13 


32 



Again, on the 25th of March, the thermometer in 
the sun being placed at a distance from the ship^ and 
the weather very fine and calm. 

Table XXY. Experiments upon Solar Radiation at 

Melville Island* 



Date. 


Time. 


Sun. 


Shade. 


DifleKnoe. 


March 25 


12 


o 

+ 30 


o 

- 25 


O 

55 




P.M. 1 


+ 17 


- 22 


39 




2 


+ 25 


- 22 


47 




13 


+ 21 


- 22 


43 
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Here it is seen that the sun had power to raise a 
thermometer, which had not been prepared to receive its 
ff]-eaiest impression, 55° in the month of March, at 
Melville Island; the maximum effect in the vicinity 
of London, in the same month, upon a thermometer 
covered with black wool, being only 49°. 

In Captain Seoresby's Account of the Arctic 
Regions, there are also many remarks which power- 
fully confirm the same opinion. " The force of the 
Bun's rays," he observeB, " is sometimes remarkable. 
Where they fall upon the anow-clad surface of the ice 
or land, they are, in a great measure, reflected, without 
producing any material elevation of temperature ; but 
when they impinge on the black exterior of a ship, the 
pitch on one side occasionally becomes fluid, while ice is 
rapidli/ gene>-ated at the other; or, while a thermometer 
placed against the black paint-work, on which the sun 
shines, indicates a temperature of 80° or 90° or even 
more, on the opposite side of the ship, a cold of 20° is 
sometimes found to prevail. This remarkable force of 
the sun's rays is accompanied with a corresponding 
intensity of light*." 

To ascertain with precision the temperature de- 
noted in the above extract, by the pitch becoming 
fluid, which appears to me to furnish the best measure 
of the force of the sun's rays, I tried the following 
experiment. I covered the bulb of a thermometer 
with pitch to the thickness of about -^ of an inch, 
and suffered it to remain till it had become quite hard. 
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I then held it at some distance from a fire, and noted 
the following; points. At 100° Fahr., it began to 
soften. At 110" it was bo soft it might be moulded 
intoanyform; from 120^ to 136", it rapidly approached 
fluidity, and, at the latter temperature dropped off the 
ball. The degree denoted cannot, therefore, be placed 
lower than 12^: and if ice were forming at the same 
time in the shade, the force of the sun's radiation 
could not be less than 90". 

In the account of Captain Scoresby's last voyage 
to Greenland, a direct experiment in latitude 80" 19', 
confirms the same conclusion, 

" The sun broke through the clouds, and produced 
a powerful effect upon the temperature. At two, A.M., 
the thermometer was 3° or 4° below zero, At eight, 
A.M., it was + 6", and at ten, a.m., about + 14° in the 
shade. But the genial influence of the sun was still 
more striking. In a sheltered air, it produced the 
feeling of warmth; the black paint-work of the side of 
the ship, on which the sun shone, was heated to a 
temperature of 90" or 100°, and the pitch about the 
bends became fluid. Thus, while on one side was 
uncommon warmth, on the opposite side was intense 
freezing*." The radiating force of the sun must, 
therefore, have been 80 in the month of April, 

The following additional fact, extracted from Cap- 
tain Lyon's interesting Journal, is of the same nature 
as those already recorded in higli latitudes; the place 
of observation and the date are, Igloolik, 16th Feb- 



'nai of It i'oi/iige to Ike S'ltrlfiern H'kaif Fit/ii-ri/, p. 34. 



124 ON THE RADIATION AND ABSORPTION 

ruary: — "I observed, even while the temperature in 
the shade was 35® below zero, that fine powder of 
snow melted under the influence of the sun when 
sprinkled on a stick covered with soot ; thus making 
a difference of temperature existing at the same time 
as great as 67° and upwards*." 

Here the coating of soot renders the experiment 
very closely comparable with a thermometer covered 
with black wool, with which the utmost effect I ever 
obtained, in the month of February, in this country, 
was 36°. The difference, therefore, in the two situa- 
tions was 31°. 

The Baron de Humboldt, on the other hand, " often 
endeavoured to measure the power of the sun between 
the tropics, by two thermometers of mercury perfectly 
equal, one of which remained exposed to the sun, 
while the other was placed in the shade. The differ- 
ence resulting from the absorption of the rays in the 
ball of the instrument never exceeded 3°'7 (6°'6 Fahr.) ; 
sometimes it did not even rise higher than one or two 
degrees." 

Colonel Sabine tried the very same experiment 
with a naked thermometer at Jamaica, and obtained 
the same result, namely, 3*1 centigrade degrees be- 
tween the sun and the shade. 

By reference to the Ephemerides of the Meteoro- 
logical Society of the Palatinate, published in 1783 
and following years, will be found a register of the 
power of the sun at Mannheim, measured by equal 
and carefully-adjusted thermometers, with naked bulbs. 



* Lton's Journaly p. 389. 




ill the year for several years. It will 
it a ditference of from 5 to 7 octoge- 
simal degrees (1 1-3 to 16^-8 Fahr.) is ofteo recorded. 

The Buron de Humboldt baa also recorded that be 
placed " the thermometer in the shade, in an airy spot, 
far from the reflection of the soil, at the Faubourg of 
the Guayqueries Indians. Cnmana being regarded as 
one of the hottest, driest, and healthiest places of the 
low regions of equinoctial America, it is important to 
make known these partial observations. I take them 
by chance out of 1600 I possess. They will serve, 
above all, to certify that the climate of the tropics is 
much more characterized by the duratiim of the heat, 
than by its inten.sitt/, that is, by the maxima of tem- 
perature which the thermometer attains on certain 
days. I never saw that instrument at Cumana below 
W-B, nw aiote 32° 8 ceJit. (69-4 and 91-01 Fahr.): and 
I found on the registers of M. Orta, whose thermo- 
meters were compared by mine with those of the Ob- 
servatory at Paris, that at Vera Cruz the maximum 
of heat in thirteen years Aarf only three times attained 
32° cent. (89-6 F.), and once SS"-? (96-2 F.} ; while we 
have seen the centesimal thermometer at Paris at 38"*4*.'* 
(lOM F.). 

That this difference is accompanied by some differ- 
ence in the quality of the radiant heat in the higher 
and lower latitudes, is rendered probable by an obser- 
vation of Mr. Andrew Knight, well known for his 
admirable and practical remarks upon the physiology 



• HiiMBOLDT^s Personal Nam 
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of the vegetable kingdom, who observed that pine- 
apples, ripened in the house during the winter, have 
proved of great excellence. He suggests that this 
fruit will ripen better early in the spring than in 
the summer months: ^^for,** he says, *Hhis species of 
plant, though extremely patient of a high tempera- 
ture, is not by any means so patient of the action of 
very continued bright light as many other plants, and 
much lete so than the fig and orange tree: possibly, 
having been formed by nature for intertropical cli- 
mates, its powers of life may become fatigued and 
exhausted by the length of a bright English summer's 
day in high temperature*," 

With respect to the greater energy of the solar 
rays upon the summit of a mountain than upon a 
plain, I find that Monsieur de Saussure made some 
decisive experiments which establish the same fact. 
In his Voyages dans les Alpes, the following observa- 
tions occur : — ** Je cherchais k Geneve un verre ardent 
assez petit pour qu'il n'eut pr^cis^ment que la force 
n^cessaire pour allumer de Tamadou. Je portai en 
suite la m^me verre et le mSme amadou sur le haut de 
Sal^ve et je le vis Ik produire le mSme effet que dans 
la plaine et m^me avec plus de promptitudefJ' 

" Sur la cime du Cramont (777 French toises = 
4967 English feet above the plain) un thermometre 
a])pliqud sur le li^ge noirci, expose directement aux 
rayons du soleil pendant un heure precise, c'est k 
flirp, dopuis 2^ 12' jusques a 3^ 12', (le 16 Juillet 
1774.) rtoit moutd ti 21% (79° Fahr.,) et un autre ther- 
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mometre, a boule nue, expose en plem air aux rayons 
(lu soieil, k 4 pieds au-dessus du gaznn, ne se soutenoit 
qu'^ 5 degres (43 Fahr.); le lendcmain, de retour k 
Coumiayeur, ou j'eus le bonheur d'avoir un terns clair, 
parfaitemeiit semblable a celui de la veille, je clioiHis 
un prairie decouverte dans laqiielle j'etablis mon ajJ- 
pareil : le thermometre place sur le liege noirci nion- 
ti\t dans dans un beure precise h 27■^ {93° Fahr.,) 
et celui qui ^toit en plein air k 19°, (75° Fahr.)*" 

The same accurate observer also found, by com- 
parative trials, that the chemical energy of the solar 
light, as well as its beating power, was much greater 
upon the summit of the Col du Geant than on the 
plain of Geneva. 

From these facts, then, I conclude that the power 
of solar radiation in the atmosphere increases from the 
equator to the poles, and from below, upwards. The 
obstruction which the air oft'ers to the passage of the 
rays is not alone dependent upon its density at the 
surface of the earth, for most of the experiments 
which establish the ditlerence between the lower end 
the higher latitudes, were made under nearly equal 
heights of the barometer. 

For the same reason the difference cannot be 
ascribed to any change in the cooling power of the 
medium, for MM. Dulong and Petit have established, 
from experiment, that the velocity of cooling, in any 
gas, where it is solely owing to contact, remains the 
same, if the density and the temperature of the gas 
change in such a way tliat the elasticity remaioB 
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constant. Part of the difference, upon the summit 
of the mountain, may be traced to the diminution of 
elasticity, but no such cause operated (or, if it did, in a 
degree too small for appreciation) in the experiments 
upon the plains. 

Having traced some of the modifications to which 
radiant caloric is subject iu its passage from the sun 
to the earth, and having shewn the importance of a 
further developement both of the cause and its effects, 
I shall now endeavour to collect and combine some 
particulars with respect to the radiation of heat from 
the sur&ce of the earth into space; a process, in 
which the welfare of the vegetable kingdom is no less 
conceiTied than in that which we have just been 
considering. My journal of observations contains a 
column, also, of the results of experiment upon this 
division of the subject; they are complete for nearly 
the whole of the three years. They were obtained by 
exposing, upon short grass, a register thermometer to 
an open aspect of. the sky, having its bulb covered 
with black wool. The lowest depression, during the 
night, was entered in the register. The theory and 
practice of this experiment have been so clearly eluci- 
dated in Dr. Wells's Essay, that I can have nothing 
to add upon the subject : my only aim is to carry a 
little further the observation of a principle, which, 
from limited experience, but with a masterly hand, he 
has shown to be of such vast importance. The fol- 
lowing Table exhibits the mean effect of radiation for 
every month, deduced from the averages of the three 
years, together with its greatest observed intensity in 
the same intervals. The first column shows the month, 
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the second the minimuni temperature of the air, the 
third tiie mean effect, and the fourth the maximum 
force of radiation : — 

TiBLR XXYI. Shfieing the Mean Minimum Temperature o/* 
the Air, mith the Mean and Maximum Force of Terrestrial 
Radiation, Jbr every Month of I fie Year. 







Mud Depmlon 


Muimmn 














Radlallon. 


ll«ll.t[aD. 


January . , 


32-6 


3°5 


ft 


February . . 


33-7 


47 


10 


March . . . 


37-7 


6-5 


10 


April . . . 


422 


6'2 


14 


Mny ... 


4oI 


4'2 


13 


June . . . 


481 


5-2 


17 


Jdj. ... 


52-2 


3-6 


13 


August . . 


52-9 


5-2 


19 


September . . 


601 


fi-4 


13 


Oetobec . . 


421 


4-8 


11 


November . . 


3B-3 


36 


10 


Deeember. . 


354 


3-5 


11 



In the last column we may observe an approxi- 
mation to the law of radiation, established by the 
experiments of MM. Dulong and Petit ; namely, that 
the velocity of cooling in vacuo (or force of radiation) 
increases as the terms of a geometrical progression, 
for excess of temperature in arithmetical progression. 
The power of radiation, as exhibited in the Table, 
lias evidently a tendency to increase with the heat, 
although the effect is masked by too many disturbing 
causes to have enabled us to discover the law of ita 
progression. The amount of effect denoted in the 
third column is principally dependant upon the cle&r- 
VoL. II. K 
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ness of the atmosphere, and it affords no bad estimate 
of the comparative brightness of the different months. 
April appears to be the clearest month of the year, 
and the cloudy state of July in the midst of summer 
is very remarkable. 

From the particulars of the diary it will be found, 
that vegetation is liable to be affected at night, from 
the influence of radiation, by a temperature below the . 
freezing point of water ten months in the year ; and 
that even in the two months, July and August, the 
only exceptions, the radiant thermometer sometimes 
fells to 35^ 

The comparative experiments of Colonel Sabine 
between the tropics are as follows : — 

At Bahia he exposed upon grass to the aspect of 
the sky, an alcohol thermometer, registering the ex- 
treme cold, and having its bulb covered with black 
wool. The following is the comparison between its 
indications and those of a register thermometer placed 
under shelter. 



Table XXYII. ExperimenU upon Terrestrial Radiation at 

Bahia, 





Tttnpcntturt 
of Air. 


Trnpeniturt 
of Radiation. 


Difference. 


ObMrvatlons. 


July 24 


§8 


^•5 


4^ 


Dew. 


25 


68 


63-5 


4-5 


Ditto. 


26 


72 


62-5 


9-5 


Ditto. 


27 


70 


61- 


9- 


Ditto. 


28 


64 


60-5 


35 




29 


67 


59-5 


7-5 




ao 


65 


64- 


1- 






abater of cold was the same, whether the 
thermometer was placed on a grass-plat or on a thick 
bed of RotboeUa, or on thick tufts of Poa. 

At Jamaica, the radiating thermometer was placed 

iu the manner before described, iu contact with the 

vegetation, and supported by it about ten inche§ 

above the ground. The following are the results: — 

Table XXVIII. Experiments upon Terrrtlrial Radiation at 









ViBamet. 


October 25 


76 


72 


°4 


26 


76 


69 


7 


27 


76 


65 


II 


88 


78 


60 


10 


29 


76-5 


65 


11 -5 


SO 


7« 


65 


11 


November 3 


76 


67 


9 



On the mountains, at 4000 feet above the level of 
the sea, the thermometer, laid upon grass, afforded the 
following comparison ; 

Tagle XXIX. Experiments upon Terreilrial Itadialion upon 
the MoHtilaim qf Jamaica. 



D^. 


TlOHJ. 


Ttl. 


T«np, 


DWci- 


»...„„. 




Ocl. 31 
Not. 1 

,. 2 


P.M. !0 
l.M. 5 
P.M. 11 
A.M. 5 


65 
83 


51 
45 
51 
55 


18 
13 
9 


Clear and calm. 
Ditto ditto. 
Clear and gentle breezea. 
Ditto ditto. 





From all these experiments taken together, it 
Would appear that the same cause which obstructs the 
K2 



132 ON THE RADUTION AND ABSORPTION 

passage of radiant heat in the atmosphere from the 
sun, opposes also its transmission from the earth into 
space. The force of radiation for the given tempe- 
rature is less between the tropics, than at the latitude 
of London ; and it obviously increases as we ascend 
above the surface of the earth. 

I have sought, unsuccessfully, for facts which might 
tend to throw any light upon the power of terrestrial 
radiation in the arctic regions ; but the intense cold 
which was found to prevail, during calm weather, in 
Melville Island, so much beyond the amount of 
previous calculation, is a strong argument in favour of 
an increased effect. 

In Captain Scoresby's Journal^ the following account 
of the freezing of the sea while the temperature of the 
air was considerably above the point of congelation, 
must evidently be attributed to radiation of a very 
powerful degree. 

"In cloudy weather, no freezing of the sea, I 
believe, ever occurs, when the temperature is above 
29° ; but in clear calm weather, the sea, in the inter- 
stices of the ice, generally freezes on the decline of 
the sun towards the meridian below the pole, though 
the temperature be 32^, or higher. In the instance 
now alluded to, the freezing commenced when the 
temperature was 36"^, being 7^° or 8° above the freezing 
point of sea- water. About 2 a.m. the thermometer in 
the air fell to 33°, by which time the bay-ice was of 
such consistence that the headway of the ship, under a 
light breeze, was sometime stopped by it*." 



* ScoRESBv's Journal^ p. 291. 
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T shall now proceed to di'tail some further expe- 
rimente which I have made at different times, the 
results of which may not prove unimportant to the 
general subject of radiation. The apparatus which I 
employed was a concave reflector of copper, plated 
with silver, of a parabolic form ; its diameter was 6 
inches, and the length of its focus 1^ inches. Through 
a collar in its side a thermometer could be passed, and 
its bulb fixed in the focus, the scale being kept on the 
outside. This reflector was placed upon a foot with 
a ball and socket joint, that enabled it to turn in any 
direction. 

Dr. Wollaston was the first to expose a concave 
metallic mirror, turned upwards to the free air, with 
a thermometer placed in its focus; and he found that 
the thermometer indicated a lower temperature after 
being thus exposed for a short time. This experi- 
ment was made before the publication of Dr. Wells's 
Euat/i but it does not appear that Dr. Wollaston pur- 
sued the subject further. Sir J. Leslie, some years 
afterwards, adapted the dlflVrential thermometer to 
this idea, and contrived an instrument which he has 
called an jElltruiscope. This was nothing more than a 
metallic reflector, with one of the balls of a difler- 
ential thermometer placed in the focus, and the other 
out of it. He confirmed Dr, Wollaston's result, and 
the thermometer fell, upon being exposed to a clear 
sky. The effect he found to depend upon the clear- 
ness of the atmosphere. 

Sir J. Leslie, In his description of the construc- 
tion and uses of his jllthrloscope, has, unfortunately. 
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I think, indulged in a brilliancy of imagination and 
figurativeness of language, which have greatly obscured 
his meaning. He ascribes, for instance, the action of 
' the instrument to ** cold pulses showered entire from 
the heavens.^ He speaks of ** the higher strata of 
the atmosphere darting cold pulses downwards, and 
the lower strata projecting equal pulses of heat up* 
wards.'* 

The ^thrioscope, he says, *^ extends its sensation 
through indefinite space, and reveals the condition of 
the remotest atmosphere.*' Nay, more, he expects 
that " when constructed with greater delicacy, it may, 
perhaps, scent the distant winds, and detect the actual 
temperature of different portions of the heavens." 
With far humbler views I have made considerable use 
of Dr. WoUaston's apparatus, which, for reasons which 
I shall not now stop to discuss, I very much prefer to 
Sir J. Leslie's. The standard thermometer, to which 
all my observations refer, when not otherwise ex-> 
pressed, had its bulb covered with black wool. 

My first object was to ascertain the force of radi- 
ation from a thermometer, so guarded from the influ* 
enoe of surrounding bodies, compared with another, 
exposed, as I have before described, upon grass. The 
following Table exhibits the results. The first column 
«how8 the lowest temperature of the air during the 
night, the second the lowest temperature of a thermo<> 
meter on grass, and the third that of the thermometer 
in the reflector. 




!_,., 


,„., 


Temp. Id 


Onuv.Tto*. 


42 
47 
52 
44 
44 
54 
68 
57 
56 
61 
45 
50 


M 
39 
44 
35 
36 
48 
62 
51 
61 
41 
35 
42 


30 
35 

42 
32 
34 
46 
52 
49 
60 
41 
36 
41 


Very fine and cleor. 

Diilo ditto. 

Ditto ditto. 

Ditto ditto. 

Ditto ditto. 

Ditto ditto. 
Dull. 

Very fine — moon lituy. 
Light elouds. 
Very fine and clear. 

Ditto ditto. 

Ditto ditto. 


60 


42-3 


40-5 


Mean. 



The average difference is not quite two degrees. 

I consider this as much the most accurate method 
of measuring the force of terrestrial radiation : at the 
same time it is gratifjing to find that the means which 
I had adopted, before this idea bad occurred to me, 
were not, upon a mean of observations, liable to any 
very considerable error. The radiant thermometer is 
BO completely insulated by the reflector, from the 
counter-radiation of surrounding bodies, that it may 
be applied Mith equal effect in any situation where the 
aspect of the sky ia very limited. Even in the streets 
of London, where the radiation of an exposed thermo- 
meter is nearly neutralized, and the utmost effect 
never exceeds two or three degrees, that of the ther- 
mometer, guarded by the reflector, is wholly unim- 
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peded. Experiments that are thus made, in whatever 
situation, are strictly comparable, provided they are 
screened from any strong action of the wind. 

Being thus in possession of the means of cutting 
off the access of radiant matter from any source, and 
of directing it to any required object, I was anxious to 
ascertain the force with which it was given off while 
the sun v^as above the horizon, compared with what 
it was in the absence of that luminary. Under the 
most favourable circumstances, when the air was calm 
and the atmosphere clear, I never could obtain an 
effect of more than five or six degrees with the ther- 
mometer covered with black wool. It then occurred 
to me, to try the influence of colour in modifying the 
results. I had another reflector made exactly similar 
to the former, and their power, upon trial, was found 
to be precisely equal; that is to say, the radiating 
thermometer fell to an equal amount in each of them. 
I now covered the ball of a thermometer with white 
wool, and placed it in the focus of one reflector, and 
the thermometer with black wool in the focus of the 
other. I selected a cloudless day for the experiment, 
and placed the two instruments, side by side, in the 
shade of a tree, inclining them at equal angles towards 
the clear eastern sky. The following Table includes 
the results. 




Tablb XXXI. Comparison ofihe Force of Radiation from Black 
and White IVaol. 



May 18. 


BlukWwU 


Radlillon from 
White Wool, 


Tmp. 0( 




P.M. 3i 


k 


5°3 


6°3 


Atmofl. clondleas. 
1 During Ihe txperi- 






63 




nienl Ihe reflectors 


8 


44 


43 


54 


1 were changed. 


11 


36 


36 


47 




During Niglit 


35 


35 


45 





The amount of radiation, therefore, from the white 
wool, was equal, during the time the sun was high in 
the heavens, to what it was during the night; while it 
was one-half less from the black wool. During the 
absence of the sun, the radiating power of the two was 
equal. 

Tlie experiment was repeated under varying cir- 
cumstances; and in examining the results, as included 
in the following Table, it will be necessary to attend 
particularly to the collateral circumstances. 

Table XSXII. Comparison of' the Force of Riidialion in Black 
and H-Aiie JVool. 



i 









rj 1 


May 17. 


tnim Black 
Wool. 


rromWbLIB 




*'"'"""°'" 


P.M. \i 


M 


51. 


(S> 


Ovorcast, wilL cumulo-BtraluB. 


2 


88 


60 


65 


Clearing— reflecUitH tunied to clear- 


^i 


73 


62 


65 




3i 


74 
76 






IStrong sunsliiDO — reflectors Inmed, 


64 


68 


\ BO Ihttt tlie Blmdows of the bulbs 




) just appe&red on tlie metal. 


11 


51 






Lightly overeaBt. 


Night. 


42 


42 


51 


Fine, 
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The power of radiation was nearly neutralized in 
the black wool, while the skj was overcast, but in 
the white wool was only reduced to about one-half. 
As the sky cleared, the reflectors being turned towards 
the sun's place, the black thermometer rose above the 
temperature of the air, and the white thermometer still 
gave off more heat than it received. In full sun-shine, 
the reflectors being just turned out of the direct rays, 
the black thermometer rose 8^ above the temperature 
of the air, and the white thermometer fell 4^ below it. 
In estimating these effects it must be remembered, 
that the action of the reflector, in receiving and trans- 
mitting heat, is different. In the former case, we have 
an exaggerated action ; the heat which falls upon the 
surface of the speculum is thrown upon the thermo- 
meter in a concentrated form. In the latter case, the 
heat, which radiates from the thermometer in the 
focus, falls upon the concave metal, and is reflected 
into space in parallel lines. The effect is, therefore, 
only slightly augmented from the larger aspect of the 
sky. Whenever the reflector, with the black-wooled 
thermometer, is turned, while the sun is above the 
horizon, towards a cloud, the mercury rises above the 
temperature of the air, excepting in the winter months; 
and a distinct effect is produced even from the quarter 
most distant from the sun. The concrete vapour 
seems to disperse the radiant matter, and to act upon 
it in much the same way as ground glass upon trans- 
mitted light. I subjoin some experiments which illus- 
trate this point, and show the effect of two similar 
thermometers in similar reflectors^ directed to different 
quarters of the heavens. 
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Tablb XXXm. EfeeU qf Badialian under different 
Aspects of the Sit/. 



^. 


e.„. 


Bsflector. 


i 


1^ 


o....„,.... 


Julys 
Jolyl 


12 


HoriionUl 
IncUned 30' 


7G 
76 


«3 


Sky overeost — cuinulo- 
stratus—aun's place not 
visible— and brisk wind 
from S.W. 


' 


HorizonUl 
Inclinsd 30° 


83 
83 


G3 


Sun-a place just visible, 
but no Bhadons. 


2 


Horizontal 
Inclined 30' 


86 

as 


63 


Ditto ditto. 


24 


Horizontal 
IncUned E. 30° 


6S 

82 


63 


Sun's place not viaible. 


3 


Horizon Ul 
Inclined N. 30' 


70 
7U 


C3 


Ditto ditto. 




Inclined N. 30' 
S. 30 


7G 
79 


83 


Ditto diltfl. 




Inclined N.E.30= 
S.W.30^ 


Sfi 
8S 


63 


Ditto ditto 


3i 


Inclined ti£. 30° 
S.W.30' 


90 

100 


63 






Inclined W. 
E. 


66 


61 


Jnrt before nuuet. 


11p.m. 


Inclined N. 

S. 


67 
67 


61 




Night 


Inclined N. 
E. 


40 
40 


48 


Fine. 


AU 

Night. 


Horizontal 
Vertical 


41 

43 


. 


Very fine. 



No effect is produced bj any clond after the sun 
has Bunk below the horizou; and in an overcast night 
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the action of radiation is perfectly neutralized. I have 
appended to this Essay a series of observations made in 
London, at different hours of the night and day, from 
January to April, 1822. 

As the power in different bodies of absorbing heat, 
and the power of emitting it, do not appear to be equal 
under every circumstance, as has been demonstrated in 
the case of the black and the white wool, it becomes a 
curious inquiry to ascertain the relation of various sub- 
stances to these effects. I regret that I have not had 
leisure to pursue this branch of the subject with the 
attention which it deserves. I shall subjoin the results 
of two or three experiments, to shew that much curious 
information might be expected from the investigation. 



Table XXXIV. Comparison of the Force of Radiaiionfrom 

different Substances. 







Subttance oompftred. 


Radl- 
ation. 


BUok 
Wool. 


Temp, 
of Air. 


OBaxRTATioirs. 


May 21 


11 P.M. 


Naked Alcohol Therm. 


o 

48 


o 

46 


o 

55 


Veryfine night 




Night 


.... •• .. 


40 


38 


48 




22 


9 a.m. 


• • ■ • • • ■ ■ 


53 


58 


56 


Haze. 


23 


8 P.M. 


Garden mould. 


41 


38 


46 


Very fine. 




11 


•«.■ •••■ 


40 


37 


46 


Ditto 




Night 


• • ■ . • ■ • . 


38 


35 


.45 


Ditto 


24 


9 A.M. 


• . . • • • • • 


60 


59 


56 


Ditto 




8 P.M. 


Chulk. 


46 


43 


53 


Ditto 




11 


*..« •••• 


43 


40 


50 


Ditto 




Night 


• . .• .... 


36 


33 


44 


Ditto 


26 


A.M. 11 


• ■ . . • . . . 


67 


61 


62 


Lightly over- 


18 


P.M. 11 


Leaf of the Hose Cam- 








cast. 






pion. 


46 


45 


57 


Very fine. 


19 


P.M. 8 


•■■• •••• 


51 


50 


61 


Ditto 




11 


•*•• •■•• 


44 


43 


53 


Ditto 




Night. 


•.•• •••• 


39 


38 


48 


Ditto 


22 


P.M. 11 


Integnment of the 














flower of an Iris. 


44 


42 


52 


Ditto 


-.. 


Night. 




38 


37 


V 


Ditto 




'he standard of comparison was. in all cases, the 
black-wooled thermometer, and the substance com- 
pared was stuck upon a thermometer, in a similar 
reflector, by its sidi 

Whilst engaged in this course of experiment, it 
occurred to me that a favourable opportunity presented 
itself of determining a question wbich has at different 
times occasioned considerable controversy, and con- 
cerning which, many discordant statements have often 
been made: I mean the radiation of heat from the 
body of the moon. Dr. Howard has published the 
following result of an experiment by means of a 
delicate differential thermometer, which seems to 
establish the reality of such an effect. 

" Having blackened the upper ball of my differen- 
tial thermometer, I placed it in the focus of a thirteen- 
inch reflecting mirror, which was opposed to the light 
of a bright full-moon. The liquid began immediately 
to sink, and in half a minute was depressed 8°, where 
it became stationary. On placing a screen between the 
mirror and the moon, it rose again to the same level, 
and was again depressed on removing this obstacle*." 

The above extract does not clearly explain in wbich 
leg of the instmment the depression of the liquid took 
place ; and the effect, as described, might just as well 
be attributed to the radiation of heat from the black- 
ened ball of the thermometer, as to radiation to it from 
the moon. To determine this doubt, T tried the 
following experiments: — 




r Di 



rt 



tor T3B- 




vHT ;iti.:iU. >:aMC 



ttv 




wx 'Tm <Aic 



.5^ 



u . •. --i^ 






Zl^L^^^^.^iS 



2ue 



l^hue. '^ ai^iMAHi^ tbat, so fsr frooi 
;K^Hia' <>i ^luiia^ing heat to the sorfiKe 
uiv m%>va do<s iH>( even dhninidi the 
A%K»u ?>va4 tlw oiixUi; and the lightest 
oOktuiou**^ iu this respect than the 



poacnln^ the 

of the earth, 

amoont of radi* 

Tapoar is more 

infld- 
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ence of the lunar light. Similar results have since 
been obtained by M. Melloni. 



Tabu XXXV. Obtervalitmt of a Black Radiating Thermomeltr ii 
a Concave Refieclor. 



Tnnied to llie North, Angle 30*. 







■S K 


s 


1 






DaM. 


Hour. 


l\ 


IW 


»■ 

^ 


1 


et«Horii>a»tor. 


Slswof W»thn. 


1822. 








^ 


„ 






Jan. 13 


p.m. 4 


48 


48 








Pine, bat miity 




U 


45 




37 






Ditto ditto 




night 


40 




32 


- 8 




Very fine 




ajn. 10 


42 


36 






Spots of nun ... 


Very fine and dear 




p.in. 4 


42 


U 








Cloudlew 




11 


311 




30 






Light clouds 




night 


40 




36 






Pillo ditto 




a-m. 9 


40 


32 






Briglit 


Very clear 




p.m. 11 


31 




21 






Ditto ditto 




niRht 


M 




20 




Bright 


Ditto ditto 


16 


a.ni. 9 


31 


22 








Ditto ditto 




p.m. 4 


31 


21 








Ditto ditto 




11 


20 




19 






Ditto ditto 




night 


29 




19 






Dltte ditto 


17 


iL.m 9 


S3 


33 








Sno<* 




p.m. 11 






26 






Very fine 




night 


32 




26 






Dillo ditto 


IB 




35 


30 






Bright 


Ditto ditto misty 




p.m. i 


33 


34 








Ditfo ditto ditto 




11 


39 




37 






OvercuBt and dull 




sight 


38 




33 






Dull 


19 


K.in. 9 


41 








Tamiahed Z. 


DuU and foggy 


26 


ftjn. 9 


40 


32 








Veiyfine 
Dull 




p.m. 11 


40 




35 








night 


32 




22 




Dull tmd spotted 


Very fine 


27 


^n.. 10 


34 


21 








Ditto dillo 




p.m. 4 


47 


47 








Overcast and dull 






40 




40 






Ditto dillo 




night 


25 




33 






Dull 


SB 


BJn S 


i& 


43 






Spotted with nio 


Mild and misty 




p.m. 11 


41 




30 






Overcast and dull 




night 


3S 




27 






Very fine but misty 


29 




37 


31 






BlacktinthemitTOT 


Ditto dillo 




p.in.11 


38 




34 






Lightly ovorca.1 




night 


32 




32 






Very fine 


SO 


BJD. B 


34 


26 




- a 




Ditto ditto 
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Table XXXV. continued. 



Dftta. 



1822. 
Jan. SO 

31 



Feb. I 
2 



6 

7 



8 



9 



10 



11 
12 

13 



24 



Hoar. 



p.m. 11 
night 

a.m. 9 

p.m. 11 

ni|^t 

a.m. 9 

p^m. 11 

ajn. 9 

p^m. 11 

night 

a.m. 10 

p.nL 11 

night 

alln. 9 

p.m. 11 

night 

ajn. 10 

pjn. 11 

night 

a.ni. 10 
p.ni. 11^ 
a.ni. 9 
p^m. 3 
11 

night 
a.m. 9 
pjn. 11 

night 
ajn. 10 
p.ni. 11 

night 
am. 10 
p.m. 11 

night 
a.m. 10 
p.m. 11 

night 
a.m. 9 
p.m. 4 

night 
a.m. 10 
p.m. 11 

night 



1^ 



o 

34 
30 

35 

36 
35 
42 
38 

47 
49 
39 
44 

37 
33 

38 

47 
38 
49 
39 

32 

35 
41 
45 
48 

47 

45 
48 
45 
42 

47 
49 
46 
47 
47 
41 
44 
39 

37 
41 
44 
40 
46 
48 
46 



Day. 



33 

• • •• 

• • • • 

87 

47 

• • • • 

• • • • 

39 
36 

• • •• 

42 



27 

• • • • 

43 
45 



45 



47 



45 



41 



38 
38 

48 



if 



i 



o 

30 
23 



28 
28 

• • •• 

29 

45 
39 

• • • « 

28 
25 



45 
37 

• • • • 

30 
22 

35 



43 
41 

• • • • 

42 
36 

47 
41 

• • • • 

45 
33 

36 
33 



32 

• ■ • • 

46 
43 



Btate of Reflector. 



o 

- 4 

- 7 

- 2 

- 7 

- 7 

- 5 

- 9 


- 4 


- 5 

- 9 

- 8 

- 2 

- 2 

- I 

- 7 

- 9 

-10 

- 8 

- 6 

- 2 

- 3 

- 4 

- 4 

- 3 

- 3 

- 6 


- 2 

- 5 

- 2 

- 2 

- 8 

- 3 

- 3 

- 4 

- 3 

- 6 

- 8 
+ 2 

- 2 

- 3 



rDew upon loweri 
\ half .... / 



Spotted with rain 
Tarnished Sl spotted 

•••• •••• 

Full of nun .... 



t Moisture running) 
1 off the bulb J 



{ 



Hoar-frost upon) 
the bulb and stem j 



Tarnished 



Full of rain 



Spotted with rain 



Spotted with rain 

Stained 
Some water .. . 



state of Weather. 



Fog 

Fine 

Light clouds 

Drops of rain 
Fme 

Very fine 
Ditto ditto 
Small rain 
line 
Rain 

Very fine 
Ditto ditto 
Ditto ditto 

Foggy 

Overcast 
Stormy 
Fine 
Very fine 

Ditto ditto 

Ditto ditto 
Dull and close 
Ditto ditto 
Ditto ditto 
Ditto ditto 
Ditto ditto 
Overcast but fine 
Ditto ditto 
Ditto ditto 
Overcast and mild 
Ditto ditto 
Ditto ditto 
Ditto ditto 
Light rain 
Very fine 
Ditto ditto 
Fog 
Ditto 

Fine but misty 
Ditto ditto 
Very fine 
Lightly overcast 
Overcast and dull 
Ditto ditto '. 
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Tablb XXXV. cmtinuei. 



Date. 


Hoar. 


Tamp, of 1 
theAir. | 


DV. 


• 

t 


! 


State of R«flaotor. 


State Of WmUmt. 


1829. 
















Feb. 26 


aon. 10 


61 


66 


• •• t 


+ 4 


•••• •«•# 


Lightly oTercasi 




p.ni. 11 


47 


• •■t 


43 


- 4 


•••■ •••• 


Ditto ditto 




nig^t 


44 


• • • • 


39 


- 6 


Bright 


Ditto ditto 


26 


a.111. 10 


49 


63 


• •■• 


+ 4 


•••t •••• 


Ditto ditto 




p.in. 4 


61 


64 


• • •• 


+ 3 


•••• •••• 


Oyeroast, rain 




11 


46 


• •* ■ 


41 


- 4 


•••• •••• 


Clearing 




night 


36 


• • •• 


26 


-10 


Spotted with rain 


Veiyfine 


27 


a.111. 10 


42 


34 


• • •• 


- 8 


•••• •••• 


Ditto ditto 




p.111. 11 


36 


• • • • 


24 


-11 


•••• •••• 


Ditto ditto 




night 


31 


• « •■ 


22 


- 9 


Hoar-firo8t on bnlb 


Ditto ditto 


28 


ajn. 10 


34 


30 


• • •• 


- 4 


■•■• •••• 


Ditto ditto, fog 




pjn« 6 


43 


37 


• • « • 


- 6 


•••• •«•• 


Veiy fine 




11 


36 


■ • • ■ 


26 


- 9 


•••• •«•• 


Ditto ditto 




night 


30 


• •« • 


20 


-10 


Hoar-frost on bolb 


Ditto ditto 


Mar. 1 


a.m. 10 


34 


31 


» • •• 


— 3 


•••• ■••• 


Ditto ditto, fog 




pjn. 11 


39 


• • «• 


33 


- 6 


•••• •••• 


Light clouds 




night 


34 


• • •• 


31 


- 3 


• ••• t • •• 


Ditto ditto 


2 


%JBU 10 


46 


47 


« • • • 


+ 1 


• • •• ••«• 


Overcast and mild 




p-m. 11 


43 


• ••• 


36 


- 7 


•• •• «••• 


Very fine 


11 


pjn. 4 


46 


60 


• t •• 


+ 4 


•• •• ••t« 


Tamed to a dense 




6 


44 


40 


.... 


- 4 


**•• t««* 


Very fine [cload 




11 


37 


• • •• 


28 


- 9 


**** •••• 


Ditto ditto 


14 


ajn. 10 


64 


60 


• • •• 


+ 6 


• • •• > • •• 


Overcast and doU 


19 


a.m. 10 


66 


61 


• • • • 


+ 5 


*«*• takt 


Lightly overcast 




6 


69 


67 


• • «• 


- 2 


**•* «••• 


Ditto ditto 




11 


64 


• •« t 


61 


- 3 


**** •••• 


Ditto ditto 




night 


61 


• • •• 


46 


- 6 


•••• ..t* 


Fine 


20 


a.m. 10 


64 


68 


• ■ «• 


+ < 


••••• ••• 


Lightly overcast 




pjn* 6 
night 


66 
46 


60 


37 


- 6 

- 9 




Very fine 
Ditto ditto 


21 


a.ni. 10 


61 


62 


• • •• 


+ 1 


**** •••• 


Overcast 




pjn. 6 


66 


61 


• •■• 


- 6 


**** tatt 


Very fine 




11 


61 


• ••• 


49 


- 2 


**** •••• 


Overcast 




ni^t 


41 


• • •• 


31 


-10 


•'•• •••# 


Veiy fine 


27 


a.m. 10 


62 


67 


• • •• 


+ ft 


•• •• •• •• 


Overcast 




p.ni. 6 


66 


49 


- . . 


- 7 


• "•• «••• 


Very fine 




ni^t 


46 


• • •• 


37 


— 9 


•«•• •••• 


Ditto ditto 


April 1 


ajn. 10 


42 


44 


• • • • 


+ 5« 


**«* •••• 


Dense donds 




p«ni. 6 


46 


46 


• • • • 





•*•% •■ «• 


Overcast and dnil 




11 


42 


• ••• 


32 


-10 


*■•* •••• 


Very fine 




H4 


43 


« • ■ • 


39 


— 4 


•••• ■••• 


Lightly overcast 




night 


39 


• • ■ ■ 


31 


- 8 


• ■ •• • * • • 


Fine 


3 


a.m. 10 


60 


69 


• ••• 


+ » 


••«• •••• 


Lightly overcast 




pjn. 1 


64 


60 


• • • • 


+ 6 


•••« •• • 


Ditto ditto 




2 


63 


61 


• • • • 


+ 8 


• • • • • > • • 


Ditto ditto 




3 


63 


50 


.... 


- 3 


■■•• •••• 


Clear 
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Tabu XXXT. o 



ItaM. 


Hour. 


h 


DlJ 


1 


i 


StaloofReOMtoi. 


SUtaorwotlwr. 


1822. 
















AprU3 


pjD. 5 


iO 


42 




- 6 





Very fine 




11 


43 




86 






Ditto ditto 




night 


40 




31 






Ditto ditlo 


i 


Bjn. 10 


4d 


68 




+ 9 









101 


Gl 


61 




+ 10 




Ditto ditto 




11 


61 


S3 




+u 




Ditto ditto 




IS 


SI 


60 




+ 9 





Ditto, drops or nuD 




p.m. ( 


62 


04 




+ 12 




Ditto ditto 




1 


62 


5S 




+ e 




Ditto ditto 




3t 


Gl 


63 


.... 


+ 3 





ClealiDg 




B 


4S 


47 








Ditlo 






47 




43 






Overcast 




nig^t 


43 




34 






Fine 


6 


a.1^10 


£1 


62 




+11 









p.111. 5 


61 


60 








Ditto ditto 






4C 




37 






Very fine 




night 


43 




33 


-10 




Ditto ditto 


6 


ft-m. 10 


63 


53 








Ditto drtto 




pjn. f> 


49 


49 








Ditto ditto 




11 


41 




31 






Ditto ditto 




night 


39 




30 






Ditto ditto 


7 


D.m. 10 


4e 


Gl 




+ 




Overcast 




mght 


36 




27' 




.... 


Very fine 


e 


a.ni. ID 


46 


40 




+ 1 




Ditto ditto 




p.m. 6 


S& 


39 








Hwl showers 




night 


35 




30 






Fine 


le 


BJU. 10 


■57 


'«i 




+ 10 




IJghdy overcoat 


10 


p.m. S 


54 


63 








dSu 






40 




37 


- 9 





Vrayfine 




night 


41 




34 






f-ffgy 


28 


a.m. 10 


66 


*t7 




+ 11 




Vetyhszy 




uight 


46 




40 






Fino 



OF HEAT IN THE ATMOSPUEBB. 



147 



Sir John Herscliel has recently contrived an in- 
atniment, and devised a method of observation, the 
extended use of which will, it is to be hoped, afford 
accurate measures of many of the etfects of solar 
radiation, which have only been hitherto roughly esti- 
mated in the manner above pointed out, and he has 
obligingly allowed me to make use of the description 
which he has himself drawn up of its construction, and 
, of his method of using it. 

The AciinomeicT may be described as a thermo- 
meter with a large cylindric bulb, containing a deep- 
blue fluid (the ammonio-sulphate of copper), and 
inclosed in a wooden case, blackened interiorly, and 
covered with a piece of thick plate glass. The capa- 
city of the bulb may be caused to vary, by screwing 
in or out a plunger, wbicli enters parallel to the axis 
of the cylinder, and the use of which is to retain the 
top of the column of liquid within the range of the 
tube, which is connected with the cylinder as in the 
common thermometer, and which it would otherwise 
be liable to exceed, owing to the great variations of 
temperature to which it is exposed. The velociti/ of 
heating during exposure to the sun is ascertained by 
limiting the exposure to one minute, during which the 
rise of the liquid is accurately observed. But since, 
during this minute, the rise was not that due to the 
solar influence alone, but to the direct solar iufluence 
jdus or mimis al! the cooling or heating influences 
simultaneously acting upon the actinometer, these 
indirect influences are ascertained and allowed for by 
exposing the instrument for o7ie minute behind a 
L2 
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screen, which merely Btops the solar rays, but allows 
all other actions to go forward. If the instrumental 
readings fall during the shade observation (owing to 
the coolness of the atmosphere, and the high tempe- 
rature of the liquid), it is plain that the solar action 
was not only to raise but to maintain the temperature, 
and that the fall during the shade observation must be 
added to the rise during the sun observations, to give 
the effect due to the sun. On the other hand, if the tem- 
perature continue to rise during the shade observation, 
which may be due to heat indirectly reflected, or to the 
communication of heat from the parts of the instrument, 
it is plain that the rise in the sun was not wholly due 
to the immediate solar influence, and therefore that 
the rise in the shade must be subtracted from it. 

To use the instrument^ examine first whether there 
be any air in the cylinder, which is easily seen by 
holding it level, and tilting it, when the air, if any, 
will be seen to run along it. If there be any, hold it 
upright in the left hand, and the air will ascend to the 
root of the thermometer-tube. Then, by alternately 
screwing and unscrewing the screw with the right 
hand, as the o^ise may require, it will always be prac- 
ticable to drive the air out of the cylinder into the 
ball, and suck down liquid, if any, from the ball, to 
supply its place, till the air is entirely evacuated from 
the cylinder, and the latter, as well as the whole stem 
of the thermometer-tube, is full of the liquid in an 
unbroken column. Then, holding it horizontally, face 
upwards, slowly and cautiously unscrew the screw, till 
the liquid retreats to the zero of the scale. 
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The upper bulb is drawn out into a fine tube, 
M'faich is stopped with wax. When it is needed to 
empty, cleanse, and refill the instrument, liquid must 
first be forced up into the ball, so as to compress the 
air in it. On warming the end, the wax will be forced 
out, and the screw being then totally unscrewed, and 
the liquid poured out, the interior of the instrument 
may be washed with water slightly acidulated, and 
the tube, ball, &c., cleansed. In the same way, after 
which the wax must be replaced, and the instrument 
refilled. 

To make an observation with tJie actinometer, the 
observer must station himself in the sunshine, or ia 
Bome sharply terminated shadow, so that without in- 
convenience, or materially altering his situation, or 
the exposure of the instrument in other respects, he 
can hold it at pleasure, either in full sun or total 
shadow. If placed in the sun, he must provide him- 
fielf with a screen of pasteboard or tin plate, large 
enough to shade the whole of the lower part or 
chamber of the instrument, which should be placed 
not less than two feet from the instrument, and should 
be removeable in an instant of time. The best station 
is a room with closed doors, before an open window, 
or under an opening in the roof into which the sun 
shines freely. Draughts of air should be prevented as 
much as possible. If the observations be made out of 
doors, shelter from gusts of wind, and freedom from 
all penumbral shadows, as of ropes, rigging, branches, 
&c., should be sought. Generally, the more the ob- 
server is at bis ease, with his watch and writing-table 
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beside him, the better. He should have a watch or 
chronometer beating at least twice in a second, and 
provided with a second hand ; also a pencil and paper 
ruled, according to the form subjoined, for registering 
the observations. Let him then grasp the instrument 
in his left hand, or if he have a proper stand (which is 
preferable on shore or in a building*), otherwise firmly 
support it, so as to expose its face perpendicularly to 
the direct rays of the sun, as exactly as may be. 

The liquid, as soon as exposed, will mount rapidly 
in the stem. It should be allowed to do so for three 
or four minutes before the observation begins, taking 
care, however, not to let it mount into the bulb, by a 
proper use of the screw. At the same time the tube 
should be carefully cleared (by the same action) of all 
small broken portions of liquid remaining in it^ which 
should all be drawn down into the bulb. When all 
is ready for observation, draw the liquid down to zero 
of its scale, gently and steadily ; place it on its stand, 
with its screen before it, and proceed as follows. 

Having previously ascertained how many times 
(suppose 20) the watch beats in five seconds, let the 
screen be withdrawn at ten seconds before a complete 
minute shown by the watch, suppose at 2^ 14"" 50^ 
From 50' to 55% say 0, 0, 0, ... . at each beat of the 
watch, looking meanwhile that all is right. At 55^ 
complete, count 0, 1, 2, — up to 20 beats, or to the 



* This may consist of two deal boards, 18 inches long, con- 
nected by a hinge, and kept at any required angle by an iron, 
pointed at each end. The upper should have a little rabbet or 
moulding fitting loosely round the actinometer, to prevent its 
slipping off. 



whole minute, 2'' 15" (y, keeping the eye not on the 
watch, bnt on the end of the rising column of liquid. 
At the 20th heat read off, and register the reading 
(12^-0). as in column 3, A, of the annexed form. 
Then wait, watching the column of air above the 
liquid, to see that no blebs of hquid are in it, or at 
the opening of the ujjper bulb (which will cause the 
movement of the ascending column to be performed 
by starts), till the minute is nearly elapsed. At the 
60th second begiu to watch the liquid rising ; at 55» 
begin to count 0, 1, 2, up to 20 beats, aa before, 
attentively watching the rise of the hquid; and at the 
20tli beat, or complete minute (2** 16"" 0') read off 
and instantly shade the instrument, or withdraw it 
jiisl out of the sun and penumbra. Then register the 
reading off (43°-3) in column 3, B, and prepare for the 
shade observation. AH this may be done without 
hurry in 20 seconds, with time also to withdraw the 
screw if the end of the column be inconveniently high 
in the scale, which is often required. At the 20th 
second prepare to observe ; at the 2oth begin to count 

beats, 0, 1, 2 20 ; and at the 20th beat, i. e., at 

2'' 1 G" 30', read off, and enter the reading in column 
3, A, as the initial shade reading (45'^'2). Then wait 
as before till nearly a minute has elapsed, and at 
2'' 17" 20' again prepare. At 17" 25' begin to count 
beats; at 17'" 30' read off, and enter this termhud 
shade reading (42"-8) in column 3, B, and if needed, 
withdraw the zero. 

Again wait 20', in which interval there is time for 
the entrj', &c. At 17*° 50' remove the screen, or 
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foi*getfulne8s the exact minute be passed, the reading 
off may be made at the next 10", and in that case the 
entry in column 4 must be not the whole amount of 
B — A, but only f ths of that amount, so as to reduce 
it to an interval of 60' precise. Column 6 contains 
the radiations as derived from successive triplets, 
O X O, O X O, O X O, &c., by the formula presently 
to be stated; and in column 6 are entered remarks, 
such as the state of the sky, wind, &c.; as also (when 
taken) the sun's altitude, barometer, thermometer, and 
other readings, &c. 

The formula of reduction is as follows. Let O, 
X, ©', x', O'', x'', '&c. represent the numbers in 
column 4, with their signs in order, as they stand, or 
the values of B — A. Then will the numbers in 
column 5 be respectively, 

+ o + 0:_^ 



+ 0' 



— X 



2 + ®"' 

and 80 on, the algebraic signs being carefiilly attended 

to. Thus 

34-75 =+ 3il+33i + 2.4 

35-30 = + ^'* ^ ^"* + 33-4, &c. 

The mean of a series not exceeding three or four 
triplets may be had by the formula 

Q -f Q'-f Q^'-f &c. X -f X ' -f &c. 

^ — > 





a 




X 


+ 


X' 




2 




0' 


+ 0" 




2 




x' 


+ 


x" 
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where n is the number of son observations, the time 
corresponding being the middle of the middle shade 
observation. 

A complete actinometer observation cannot consist 
of less than three sun and two shade observations 
intermediate; but the more there are taken the better, 
and in a very clear sunny day it is highly desirable to 
continue the alternate observations for a long time, 
even from sunrise to sunset, so as to deduce by a 
gnq)hical projection the law of diurnal increase and 
diminution of the solar radiation, which will thus 
readily become apparent, provided the perfect clear- 
ness of the sky continue, — an indispensable condition 
in these observations, the slightest cloud or haze over 
the sun being at once marked by a diminution of 
resulting radiation. 

To detect such haze or cirrus, a brown glass ap- 
plied before the eye is useful, and by the help of such 
a glass it may here be noticed that solar halos are very 
frequently to be seen when the glare of light is such 
as to allow nothing of the sort to be perceived by the 
unguarded eye. 

It is, as observed, essential that the instrument be 
exposed a few minutes to the sun, to raise its tempera- 
ture in some slight degree. If this be not done, owing 
to some cause not very obvious, the first triplet of ob- 
servations (sun, shade, sun) will give a radiation per- 
ceptibly in defect of the truth, as will become dis- 
tinctly apparent on continuing the series. But it may 
be as well for a beginner to commence at once read- 
ing as soon as the instrument is exposed, and reject 
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the first two triplets, by which he will see whether he 
has all his apparatus convenientlj arranged, and get 
settled at his post. 

When a series is long continued in a good sun, the 
instrument grows very hot, and the rise of the liquid 
in the sun observation decreases, while the fall in the 
shade increases ; nay, towards sunset it will fall even 
in the sun. This phenomenon (which is at first start- 
ling, and seeming to impeach the fidelity of the in* 
strument) is, in fact, perfectly in order, and produces 
absolutely no irregularity in the resulting march of 
the radiation. Only it is necessary in casting up the 
result (in col. 5) to attend carefully to the algebraic 
signs of the differences in column 4, as in the follow- 
ing example (which, as well as that above given, is one 
of actual occurrence). 



1. 


2 


3. 


4. 


5 


a 


Date and times of ob- 












•enration. 












Wynbcrg, Noy. 24, 


Ezpoaure, 


Roadings of tho 


Change 


Radia- 




1837. 


sun or 


Inatrumont. 


per 


tion in 


RaMAAXS. 




shade. 




minute. 
B-A. 


parts of 
scale. 


















A. 


B. 








InitiaL 


Terminal. 




Initial. 


Terminal. 








h m 8 


m 8 














6 6 15 


• • • • • • 


• • 


• • • • • • 


• • • • • • 


• • • • • • 


• • • • • • 


Alt. of 0.=r 19' 


9 


10 





+ 9-0 


+ 9-7 


+ 0-7 






10 30 


11 30 


X 


230 


10-8 


-12-2 


11*25 




12 


13 





340 


31*4 


- 2-6 


9*25 




13 30 


14 30 


X 


28*5 


170 


-11-6 


8*20 


Cirros, haie com- 


15 


16 





120 


8'0 


- 40 




ing on. 


6 19 15 


• • • • •• 


• • • 


• • • • • • 


• • • • • • 


• • • • • • 


• • • • • • 


Alt. of SCSI'S?' 



Every series of actinometer observations should be 
accompanied with notices in the column of remarks of 
the state of the wind and sky generally, the approach 
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of any cloud (as seen in the coloured glass) near to the 
sun; the barometer and thermometers, dry and weAj 
should especially be read off more than once during 
the series, if a long one, and, if kept up during several 
hours, hourly. The times should be correct to the 
nearest minute, at least as serving to calculate the sun's 
altitude ; but if this be taken (to the nearest minute 
or two) vnth a pocket sextant, or even by a style and 
shadow, frequently (at intervals of an hour or less), 
when the sun is rising or setting, it will add much to 
the immediate interest of the observations. When 
the sun is near the horizon, its reflection from the sea, 
or any neighbouring water, must be prevented from 
striking on the instrument ; and similarly of snow in 
cold regions, or on great elevations in alpine coun- 
tries. 

Every actinometer should be provided with a spare 
glass, and all the glasses should be marked vrith a dia- 
mond ; and it should always be noted at the head of 
the column of remarks, which glass is used, as the 
co-efficient of reduction from the parts of the scale 
(which are arbitrary) to parts of the unit ofradiaiion 
varies with the glass used. 

In the case of the actinometers sent out with the 
Expedition and to the fixed observatories, it was not 
practicable to ascertain these co-efficients for each in- 
strument and each glass, owing to the total absence of 
any favourable opportunity of sunshine. The values 
of the parts of the respective scales of the instruments, 
as determined approximatively by careful measurement 
of the dimensions, were as follows :^- 
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Mwk8 of ttie Actinometer. 


Multiplier for re- 
dufiing parls ob- 
served 10 parte 
of a fllandard re- 
tained in posace^ 
sion, marked a 1. 


Appioximate 
value of one 
part of Bcala 
in Aciinen. 


Maker'* Mark. 


FrivaM Mwlc. 


1 
2 
3 
A4 
A5 
6 


K 
L 
M 
N 

P 


1-4009 
1-3726 
1-4020 
l-fi5S0 
1-4403 
1-0608 


7085 
6523 
6li(a 
7-864 
6-844 
5 041 



The dimensions of the ioBtruments which are used 
in these reductions are, 

lat. The external diameter of the cylinder con- 
taining the coloured liquid, i.e., its mean diameter, if 
on measurement with fine callipers its two ends be 
found to differ. 

2nd. The length of that portion of it which re- 
ceives the snnbeam. 

Tlie product of these two data gives the area of 
the section of the sunbeam effective in raising the 
temperature, aud which, though not all equally effec- 
tive, b? reason of the cylindrical form of the glass, is 
yet effective in tfie same ratio in all of them by reason 
of their general similarity of figure. 

3rd. Tlie content (in water grains) of 100 parts 
in length of the capillary tube used for the scale. This 
may best be determined by gauging it with mercury 
before it is soldered to the cylinder, and ought always 
to be so determined by ttie maker; but when fitted, 
this is impraoticnhle, and the measurement of the ele- 
ment in (juestion must be performed an follows:- 
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The inBtrument betiig placed horizoiitallj, and 
allowed to attain the precise temperature of the 
apartment, let the liquid be brought to zero by the 
motion of the screw ; after which let the screw be 
turned precieely one revolution, or half revolution 
(as the scale may require) in, and note the rise of 
the liquid in parts of the scale. This must be done 
several times, alternately screwing in and out. The 
screw must then be taken out; its threads counted, 
and the weight of water displaced from a narrow 
vessel exactly full, by the immersion of the whole 
length occupied by the thread, exactly ascertained 
by a nice balance; after which a very simple calcula- 
tion will give the value of the parts of the scale in 
water grains required ; this process was followed in 
the case of the instruments above mentioned, and if 
carefully conducted is susceptible of great precision. 

The glasses as well as the cylinders and capillary 
stems of the instruments, if accidentally broken, should 
have their fragments carefully preserved and labelled. 

The unit of solar radiation to be adopted in the 
ultimate reduction of the actinometric observations is 
the aditie, by which is understood that intensity of 
solar radiation, which at a vertical incidence, and sup- 
posing it wholly absorbed, would suffice to melt one 
millionth part of a metre in thickness, from the surface 
of a sheet of ice horizontally exposed to its action per 
minute of mean solar time; but it will be well to 
reserve the reduction of the radiations as expressed in 
parts of the scale to their values in terms of their unit 
until the final discussion of the observations. 
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Meanwhile, no opportunities ehoold be lost of 
wmpmng together the indications of different actino- 
meters nnder similar and faTonrable circnmstances, so as 
to establish a correspondence of scales which in case 
of accident happening to one of the instruments, will 
preserve its registered observations from loss. 

The comparison of two actinometers may be exe- 
cuted by one observer using alternately each of the 
two instruments, thus, — 



Imlmment A. 


Inttnmifliit B. 


A. 


Eto. 


© 

X 

© 




X 

O 




X 







beginning and ending with the same ; though it would 
be more conveniently done by two observers observing 
simultaneously at the same place, and each registering 
his own instrument. An hour or two thus devoted to 
comparisons in a calm clear day, and under easy 
circumstances, will in all cases b<) <5Xlnfinely well 
bestowed. 

Neither should each observer mtnUivX to ci(«t<;rniino 
for himself the heat stopped by ('afrli of Iuh gltiHscs. 
This may be done also by alternating triplelH of obser- 
vation made with the glass on and oii^ thus, — 



GlMioff. 


OlMion. 


Olaauff. 


Eto. 


© 
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© 

X 

© 




© 



beginning and ending with tlie glass off, and (as in all 
cases) beginning and ending eacb triplet with the sun 
observation. For the purpose now in question a very 
calm day must be chosen, and a great many triplets 
must be taken in succession. It will be found that a 
single thickness of the ordinary bluish or greenish 
plate glass stops about 0-20 (z= \) of the incident 
calorific rays ; a second glass about O-IC (or a mate- 
rially less proportion) of those which have escaped the 
action of the first. No two glasses, however, are pre- 
cisely alike in this respect. 

Very interesting observations may be made by two 
observers furnished with well-prepared actinometers, 
the one stationed at the summit, the other at the foot 
of some great elevation, especially if the stations can 
be so selected that the observers shall be nearly in the 
line of the incident sunbeam at the time of observa^ 
tion, so as both to lie in the atmospheric column tra- 
versed by the rays. Many convenient stations of this 
kind might be found in mountainous countries; and 
by repeating the observation two or three times under 
favourable circumstances, interchanging observers and 
instruments, &c., and accompanying the observations 
with all circumstantial and local elements of precision, 
there is no doubt that the co-efficient of extinction of 
solar lieat in traversing at least the lower strata of our 
atmosphere might be obtained with much exactness, 
and thus a highly valuable datum secured to science. 
The observers would, of course, agree to make their 
observations strictly simultaneous, and should, there- 
fore, compare watches before parting. 



The actinometer is also well calculated for mea- 
suring tbe defalcation of lieat during any considerable 
eclipse of the sun ; and this is pointed out as an 
[ object worthy of attention, inasmuch as many eclipeea I 
[ invisible or insignificant in one locality, are great or ' 
I even total in others. The observations should com- 
mence an hour at least before the eclipse begins, and 
i be continued an hour beyond its termination, and the 
' Beries should be uninterrupted, leaving to others to 
watch the phases of the eclipse. The atmospheric 
circumstances should be most carefully noted during J 
the whole series. 

Though out of the question in the circumstances 
immediately under contemplation, it may not be amiss 
to remind aeronauts, that observations of the actino- 
I meter may, no doubt, be made with considerable ease 
L and precision in the car of a balloon, and if accom- 
panied with good barometric and hygrometric simulta- I 
neous observations aloft and below, as well as with a I 
careful and copious registry of the temperatures of the I 
I air corresponding to each successive step of depression 
1 in the barometric column, would in every point of 
1 view be most valuable, especially as respects tlie 
I intricate problem of astronomical refractions. 

In the year 1832 Professor Forbes, being in Swit-1 
zerland, embraced the opportunity of using the actino- ' 
meter, according to the suggestion and instructions 
of Sir Jolm Herschel, to find the loss of solar radiation 
by simultaneous observations at the top and bottom of 
l^a mountain. He was assisted in his operations b^J 
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Professor Kamtz, of Halle, i^ho was stationed on the 
top of the Faulhom, an insulated mountain which 
lies exactly between the valley of Grindelwald and 
the lake of Brientz, 8747 feet above the level of 
the sea, and 6844 above the lake, from the level 
of which Professor Forbes made his observations. 
The difference of the barometers at the two sta- 
tions was found to be a little above seven inches, 
or nearly one-fourth of the whole weight of the atmo- 
sphere. Numerous observations were made on dif- 
ferent days, when the sky from the lower station 
appeared to be in a perfectly transparent and unex- 
ceptionable condition; but it was only on the 25th 
September that a series of comparative results was 
obtained which was worthy of entire confidence ; the 
others affording *^ no other immediate result than that 
of showing how unavailing such observations are unless 
made under the most favourable circumstances with 
regard to weather." 

At every hour from morning to sunset the state of 
the atmosphere was ascertained by the barometer, 
thermometer, and wet-bulb hygrometer, at both sta- 
tions; thus giving as accurate a knowledge as the 
circumstances permitted of the state of the interrupted 
column. 

The results finally reduced and corrected are con- 
tained in the following Table* (E.), and have been 
projected in the accompanying curves (XII. and XIII., 
pi. 21.) 

♦ Phil. Trans., 1842, part ii. p. 250. 
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Upon these results Professor Forbes makes the fol- 
lowing observations*: — 1. That the intensity at the 
higher station always exceeded that at the lower by a 
very appreciable quantity, varying from nearly ten to 
nearly two degrees of the actinometer, B 2. 

2. That this loss, compared to the intensity at the 
higher station, varied from yott* ^^ 1^4*^ of the total 
amount, to above ^^, or ^th of the total amount. 

3. That this loss appears to have varied rather irre- 
gularly, having two maxima nearly equal at 11 a.m. 
and 4^ p. m. 

Viewed generally, it may be observed in the 
curves,— ^r^<, that they differ from the diurnal tem- 
perature curves by drooping more rapidly at each 
extremity ; secondly that both curves have a morning 
and afternoon inflation before and after they attain 
their maximum ; thirdly^ that the curve of intensities 
at the upper station lies wholly above the curve for 
the lower station; fourthly ^ that the range of the 
former curve is greater than that of the latter ; fifihlyy 
is sooner attained in the former than the latter. 
Professor Forbes is quite confident that these five 
peculiarities will be found to be reproduced from the 
projection of every series made under equally favour- 
able circumstances. 

He ascribes the rapid fall of the actinometric 
curves to the extreme rapidity with which the length 
of path through the atmosphere increases as the sun 
approaches the horizon ; the disappearance of the sun 



♦ Phil. Trans,, 1842, part ii. p. 251. 
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corresponding to an ingtant extinction of the force of 
radiation. With respect to the points of contrary 
flexure, they probably arise from a twofold effect of 
the sun's radiation. The one is, the increased inten- 
sity as the sun is higher ; the other is, the transference 
of vapour from the lower to the higher regions of the 
air by the heating of the lower strata, producing inci- 
pient condensation at a certain elevation, and slight 
clouds which often appear between ten and twelve 
o'clock. As the sun's power diminishes, and the 
vapours redescend into the less rarefied and warmer 
regions, they are in some degree redissolved in the 
afternoon, and the increased transparency of the atmo- 
sphere checks the downward progress of the curve due 
to the increasing obliquity of the rays. The curve at 
the upper station lies wholly above that at the lower, 
on account of the absorption of heat in every case by 
the intercepted air; and it of course follows that the 
range at the higher station must he greater than at 
the lower, aa both pass through zero. Lastly, the 
maximum of intensity is sooner attained above than 
below, because the sun shines with a disproportionate 
intensity during the morning on the upper station, 
ofling to the mass of vapours being then in the valleys. 
Upon the whole, from a comparison of these two 
curves of solar intensity. Professor Forbes deduces the 
mean loss of heat between the two stations, and con- 
cludes, on the hypothesis of uniform opacity, that 
about one-third of the solar heat is lost by vertical 
transmission through the atmosphere. 

There can he little doubt that the physical cause 
of this absorption is the specific difference between 
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the rays of heat, which by parting with their more 
absorbable elements become continually more persis- 
tent in their character. Professor Forbes is of opinion, 
from the discussion of his observations in different 
ways, that the residual heat is more and more freely 
transmitted through similar successive strata of the 
atmosphere. The law, however, of the extinction of 
the solar rays in passing through the atmosphere, 
though a highly interesting object of research, is by no 
means the only or the most important question to be 
resolved. What becomes of the heat thus absorbed ? 
Is it radiated in rays of a different order from the 
body of the air? from the clouds? or is it rendered 
latent by the conversion of the latter into vapour? 
Can radiant heat be ever, properly, said to be extin- 
guished like light ? It may changed its mode of action, 
but must it not always remain in some mode or other 
active? 

Other modes of observation, and probably other 
instruments will be required, before these and many 
similar important questions can be answered. Com- 
parative observations with actinometers constructed 
with different absorbent liquids and different surfaces 
would doubtless be instructive; and looking to the 
results just recorded of comparative experiments with 
thermometers clothed with black and white wool and 
placed in reflectors, specific differences in the rays of 
heat which fill the atmosphere whilst the sun is above 
the horizon might thus be detected, if not accurately 
measured. The subject is at present so little ad- 
vanced that the roughest observations should not be 
wholly despised. 



ON 



THE WATER BAROMETER 



ERECTED IN THE HALL OF THE ROYAL SOCIETY. 




'. HAVE for some time entertained an opinion, in com- 
mon witli some others who have turned their atten- 
tion to the subject, tliat a good series of observations 
with a water-barometer, accurately constructed, might 
throw some light upon several important points of 
physical science; amongst others, upon the tides of 
the atmosphere ; the horary oscillations of the coun- 
terpoising colunm; the ascending and descending rate 
of its greater oscillations ; and the tension of vapour 
at different atmospheric temperatures. I have sought 
in vain in various scientific works, and in the Trans- 
actions of Philosophical Societies, for the record of 
any such observations, or for a description of an in- 
strument calculated to afford the required information 
with anything approaching to precision. In the first 
volume of the History of the Frejich Academy of 
Sciences, a cursory reference is made, in the ^following 
words, to some experiments of M. Mariotte upon the 
subject, of which no particulars appear to have been 
preserved. " Le m^me M. Mariotte fit aussi A I'ob- 
Bervatoiro des experiences sur le harometre ordinaire k 
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mercnre compart au baromfetre k eau. Dans Tun le 
mercure s'el^va k 28 ponces, et dans Tautre Teau fiit 
Ji 31 pieds \, Cequi donne le rapport du mercure 
^reaudelSikl*" 

It also appears that Otto Guericke constructed a 
philosophical toyf for the amusement of himself and 
friends, upon the principle of the water-barometer; 
but the column of water probably in this, as in all the 
other instances which I have met with, was raised by 
the imperfect rarefaction of the air in the tube above 
it, or by filling with water a metallic tube, of sufficient 
length, cemented to a glass one at its upper extremity, 
and fitted with a stop-cock at each end ; so that when 
full the upper one might be closed and the lower 
opened, when the water would foil till it aflforded an 
equipoise to the pressure of the atmosphere. The im- 
perfections of such an instrument, it is quite clear, 
would render it totally unfit for the delicate investiga- 
tions required in the present state of science ; as, to 
render the observations of any value, it is absolutely 
necessary that the water should be thoroughly purged 
of air, by boiling, and its insinuation or re-absorption 



* Hiw. dt rAcadimie, torn. i. p. 234. 

t It consisted of a tube above 30 feet, rising along the wall, 
and terminated by a tall and tatber wide tube hermetically sealed, 
containing a toy of the shape of a man. The whole being filled 
with water and set in a bason on the ground, the column of liquid 
. settled to the proper altitude, and left the toy floating on its sur- 
face ; but all the lower part of the tube being concealed under the 
wainscoting, the little image made its appearance only in fine wea- 
ther. To this whimsical contrivance he gave the name of Anemo* 
scope or Semper Vivum. 



effectually guarded against, I was convinced that tho 
only chance of securing tliese two necessary ends, was 
to fonn the whole leiigtli of tulte of one piece of glass, 
and to boil the water in it, as is done with mercury in 
the common barometer. The practical difficulties 
which opposed themselves to such a construction long 
appeared to me insurmountable ; but I at length con- 
trived a plan for the purpose, which, having been 
honoured with the approval of the late Meteorological 
Committee of this Society, was ordered to be carried 
into execution by the President and Council, 

The first object was to procure a glass tube of the 
proper diameter, and of sufficient length for the pur- 
pose. Messrs, Pellatt and Co., of the Falcon glass- 
house, very obligingly consented, upon application, to 
permit the trial to be made at their works ; such an 
undertaking never having been before attempted. 
Accordingly, a very strong packing-case was prepared 
of one-inch and a-half deal, forty feet long, five inches 
wide, and four inches deep, insi<le measure; with a 
cover of the same thickness to screw down upon it. 
This was carried to the glass-house, and being laid in. 
the yard with its cover off, small pieces of wood were 
placed across its bottom, at about one-foot intervals. 
The only instructions given to the workman were to 
make a tube of the length of the box, which should 
not be less than half an inch internal diameter, and 
as equal throughout its length as possible ; and tho . 
manual dexterity with which he proceeded to effect 
thin was well worthy of admiration. Flaving collected 
the glass at the end of hie tube, and blown the cavity. 
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a boy attached another iron with a small lump of hot 
glass to the opposite extremity of the mass, and drew 
the tube out by walking away to the required distance. 
The curve of the hot glass was so great that the work- 
men could scarcely prevent it from touching the pave- 
ment, (which of course would have caused its instant 
destruction,) by holding its extremities above their 
heads. While it was still red-hot and pliant, it was 
carefully laid upon the transverse pieces in the box, 
and rolled backwards and forwards till cool ; by which 
a perfectly cylindrical form was secured. While the 
drawing process was going on, others of the workmen 
fanned with their hats, for the purpose of cooling, the 
parts which appeared to be extending too fast ; and by 
such simple means a tube was perfected without a 
flaw, and of the greatest regularity ; varying only from 
one inch diameter at its lower extremity to 0*8 inch 
at its upper. 

The facility with which this process was conducted 
was so much greater than had been anticipated, that I 
immediately determined to have another tube made ; 
that in case of any accident happening to the first, 
during the after operations, all the prieliminary labour 
might not be thrown away. This was accordingly 
effected by rolling it upon the steps of a ladder placed 
horizontally upon the ground for that purpose. After 
it was cool it was lifted into the box by six men 
standing at equal intervals apart, and carefully placed 
by the side of the first. The box was then packed 
with hay, the cover screwed down, and carried upon 
men's shoulders to a convenient place for the further 
operations. 
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As it was not intended that the tubes should ever 
be removed from the case ia which they bad been 
originally deposited, the first step was to prepare the 
means of fixing them in their proper places when 
raised to tho perpendicular position. For this purpose 
pieces of wood were provided of half the depth of the 
box, upon the upper edge of each of which a semicircle 
was hollowed out of the exact dimensions of half the 
cylinder of the tube. These were placed under the tube 
at equal intervals; and other similar pieces prepared 
for screwing down upon the upper side of the tube; 
in such a way that the two semicircles meeting, formed 
collars, which tightly embraced it, and fixed it in the 
centre of the box. The corners of the lower pieces 
were also cut away so as to inclose the square tube 
{e,f), Plate XIX., which was placed in one of the 
angles of the case, and thus tightly fixed. The next 
object was to prepare the tube («, b) itself for its final 
fixture; and for this purpose, as it was longer than 
necessary, three feet were cut off from its upper ex- 
tremity with a file ; a small thermometer (c, d) which 
had been made for the purpose, with a platinum scale 
carrying a spring of the same metal upon its back, 
was pushed down into the tube to a situation where it 
had been calculated it would always be immersed in 
the water, notwithstanding its oscillations; and where 
a slight tapering of the tube insured its being fixed by 
the action of the spring. By a careful application of 
the blow-pipo the glass was now softened, and an 
external collar ig) pushed up upon it, about eight inches 
from its upper extremity. This was deemed necessary 
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to give it additional sapport, and to prevent its slip- 
ing in its proper position. The upper extremity was 
then contracted and drawn out into a small tube of 
about six inches long, and of about one quarter of an 
inch diameter. These preparations having been suc- 
cessfully completed, a small stop-cock was fitted to 
the upper end of the contracted tube by very careful 
grinding, and secured in its place by a little white 
lead. The tubes were then again packed in their case, 
and the cover screwed down. 

A small copper steam-boiler (A, t) was now con- 
structed of what is called the waggon shape, and which 
was intended to form the cistern of the barometer. 
Without the cylindrical cover (A:, t) it is eighteen 
inches long, eleven inches wide, and ten inches deep. 
Its bottom is slightly arched ; and towards one extre- 
mity on the inside is fixed a small cylinder {m, n) six 
inches high, and three inches diameter ; the object of 
which is to form a receptacle into which, the lower end 
of the tube being made to dip, the great body of the 
water might be at any time drawn out of the cistern, 
if required, without, for a short time, disturbing the 
water in the tube, or allowing any air to ascend into 
the vacuum. A small hole (o) was afterwards drilled 
in this cylinder, which is -six inches from the crown of 
the arch, and four inches and a half from the bottom ; 
so that the water might be more completely withdrawn. 
At the other extremity is a cock {p) for drawing it off, 
if at any time it should be necessary to change it. 
The cover (A:, I) is an arch of the height of six inches. 
Immediately over the cylinder above described, a 
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length of five inches {k, r/) is fixed and fitted with 
a stuffing-box for the glass tube to pass tlirough. 
Beyond this it is made to take off, but may be fixed 
down by means of screws: on the summit of this 
moveable end a cock (s) is placed. The whole of the 
interior has been strongly tinned. 

Everything being now prepared, the steam-boiler 
was set with brickwork in a proper position over a 
small fire-place, witli a temporary flue (/, w) at the foot 
of the well-ataircaae conducting to the apartments of 
the Society. With considerable diflieulty and con- 
trivance, the case with the glass tubes was introduced, 
by permission of the Antiquarian Society, through 
their hbrary, and fixed against the stairs in a perpen- 
dicular direction, immediately over the stuffing-box ; 
and the front of the box being removed, tlie tube was 
unpacked and suspended from above over the aper- 
ture. It was then very carefully lowered into its 
proper position in tlie boiler, and the wooden stays 
being screwed into their places, it was firmly a^'usted. 
The stuffing-box (?», ?i), through which it passed into 
the boiler, was then packed with tow, and intended to 
be perfectly steam-tight. Pilrt of the upper end of 
the deal-case was removed with a saw, bo as to leave 
about six feet of the glass tubes exposed. 

The object of the whole arrangement was as fol- 
lows : first to boil the water in the cistern thoroughly, 
suffering the steam to escajie by the cock (.■;), and 
then, by closing the latter, to raise the water in the 
tube, by the elastic force of the vapour acting upon its 
surface, till it issued in a jet from the small stop-cock 
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able violence. Several practical points were deter- 
mined by this experiment, wliich it vpas of importance 
to be acquainted with. The apparatus was found per- 
fectly manageable; the pressure could be regulated 
with great precision by the cock, and the elasticity of 
the steam increased by very slow degrees, even when 
quite shut off. The temperature of the rising column 
was very moderate, and felt but just warm to tlie hand 
at the upper part. 

Several little alterations were made in the fire- 
place, and the part (t, w) which was immediately 
under the tube was bricked up, so that the flame was 
cut off from the front of the boiler, that the steam 
might be raised from the back part only, and the pos- 
sibility of any bubble passing up into the tube pre- 
cluded. Tlie Btuifing-box was repacked, and the top 
screwed down with greater care. The water was 
drawn off, and fresh distilled water poured in. 

It was now determined to prove the apparatus, by 
raising the column of water by condensed air ; and for 
this purpose the pump of a soda-water machine was 
connected, by means of a flexible pipe and screw, with 
a collar (.c) fixed for the purpose upon the arch of the 
boiler. As the condensation proceeded, the column 
of water rose steadily, till it issued with considerable 
force from the aperture of a small glass tube fixed into 
the stop-cock on the summit, and bent to an angle to 
prevent the waste water trickling down the apparatus. 
When the force of the jet began to decrease, the stop- 
cock was closed, and the cock on the boiler at the 
same moment opened. After a short interval the 
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column of water began slowly to decline, and ap- 
peared to boil violently from the extrication of air 
from ita surface. The effervescence continued for 
more than an hour, with decreasing force ; and the 
formatioa of air-bubbles could be perceived nearly half 
way down tho column. After eighteen hours, the 
water stood in the tube at about thirty feet eight 
inches from the level of the water in the cistern. 

Advantage was taken of this opportunity to ascer- . 
tain the relative capacities of the tube aud cistern; 
and it was found, by careful measurement, that the 
fall of this quantity in the tube occasioned a rise in 
the level of that in the cistern of one inch and a half, 
affording a correction of very nearly 0'04 inch for ten 
inches. Everything having been thus prepared for 
the final experiment, a fire was lighted under the 
boiler at 11 a.m. of the 13th of June, and at half-past 
1 pure steam issued with force from the cock (s) on 
the top of the boiler. A\Tien this was closed, the 
water began to rise slowly and steadily in the tube, 
oscillating at times about one inch and a half. More 
than an hour elapsed before the column of liquid 
reached the thermometer (c, d) at the upper end. when 
its temperature was found to vary from Sfi° to 90°. 
It still continued to rise very gently, till it issued with 
some force in an unbroken jet from the small tube 
which had been adjusted to the stop-cock. Three 
pints of water were thus drawn off, and the thermo" 
meter rose to llff^. The stop-cock on the top of the 
tube was tlien closed, and the cock on the top of the 
boiler simultaneously opened. The steam rushed forth 
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from the latter with great violence, and after a con- 
siderable interval the column began very gently to 
fall from the'top, withont any boiling, or the slightest 
indication of air-bubbles. When it appeared to be 
stationary, the sealing was attemjited ; the small part 
of the tube, to which the stop-cock was attached, was 
successfully drawTi off and closed without the slightest 
disturbance of the column of water; but in cooling it 
unfortunately cracked. The fissure thus occasioned 
was very minute, but rendered the resumption of the 
whole process necessary. The most difficult part of 
this to eifect, was the drawing off and contraction of 
the tube to fit it again for sealing. It was determined, 
upon consideration, not to replace the stop-cock, but 
to rely upon the pressure of the operator's thumb to 
cut off the conunuDicatioR with the external air during 
the sealing. 

As it was necessary to the operation that the tube 
should be turned upon its axis, it was unpacked from 
the stuffing-box of the boiler, and loosened from its 
different supports ; and everj-thing was again success- 
fully adjusted with great dexterity by Mr. Newman, 
who overcame the difficulties of these various processes 
with the greatest skill. It would be tedious to repeat 
the further steps of the progress ; the boiUng was con- 
ducted precisely in the manner which I have just 
described, and the tube was finally and permanently 
closed on the 18th of June. Not the slightest speck 
or air-bubble has from that moment been detected in 
the column of water. 

While the water in the boiler, which now consti- 
N2 
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tutes the cistern of the barometer, was still warm, a 
quantity of the purest castor oil (Oleum Riciui) was 
poured into it till the surface was covered" to the depth 
of half an inch ; this was done for the purpose of cut- 
ting off the communication of the atmosphere with the 
water, and with the view of preventing the absorption 
of the air. Some of the same oil was poured upon 
the surface of some distilled water in a wide^mouthed 
glass vessel, and being lightly covered with paper was 
set by in a closet, that any change might be detected 
to which it might be liable under such circumstances. 
The adjustment of a scale was the next object of 
importance. For this purpose a hollow brass rod (1,2) 
was prepared of fths of an inch in diameter, and 
adjusted by means of a screw at the upper end to a 
flat ruler of brass (2, 9) divided into inches, and carry- 
ing a vernier (4) by which the hundredth part of an 
inch is easily read off, and which is moveable from the 
outside of the case of the instrument by means of a 
rack and screw (5). The same rack and screw also 
moves a brass screen (6, 7), which rises and falls with 
the vernier and protects the tube from the heating 
influence of the breath or hand ; a small thermometer 
is inserted into this screen. The rod was measured 
from a scale formerly belonging to the late Mr. 
Cavendish, and now the property of Mr. Newman, by 
marking it with a beam compass at intervals of two 
feet, and afterwards repeating the process at intervals 
of sixteen inches. The two measures corresponded to 
the one twentieth of an inch; the difference being 
found to depend upon the multiplication of a small 
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error in laying down tbe sixteen inches, and corrected 
accordingly. 

The rod was next placed in the case of the baro- 
meter by the side of the tube, being made to jiass 
through the wooden stays of the tube, in which it can 
freely move. At its lower end an ivory point of 
known length was fixed by which it was very carefully 
brought into exact contact" with the surface of the 
oil ill the cistern; the flat scale was then carefully 
adjusted to its upi>er end, and it was fixed at the 
lower end by screws to the top of the copper cistern. 
The column of water was thus found to stand exactly 
thirty-three feet four inches, or four hundred inches, 
above the level of the fluid in the cistern. This, then, 
is the neutral jioint of the instrument, above or below 
which a correctiott- of ±*02 inch must be made for 
every ascent or descent of five inches in the tube. 
The whole instrument has been inclosed in an exterior 
ornamental case resembling an architectural column. 
Tlie pedestal (A, B) conceals the boiler with its brick- 
work, and upon the capital (C, D) stands a glass-case 
including that part of the tube to which the oscilla- 
tions are confined, and the apparatus for measuring 
them. 

As much interest will attach to tbe accurate com- 
parison of the water-barometer with the mercurial 
barometer, it is of great importance that several cor- 
rections should be attended to in the first reading of 
their respective heights, to reduce the columns to the 
same invariable circumstances under which alone such 
comparison can be properly made; for this purpose the 



182 ON THE WATERrBAROMBTER 

variations of the density of the liquids, and the expan- 
sion of the scales, from yariations of temperature, to- 
gether v^ith the capillary action of the tubes, must be 
taken into account. To facilitate this object, I have 
constructed the two following Tables of double entry; 
by which the observations may be reduced to the tem- 
perature of 40^ (89^*88) or that of the maximum 
density of water, in which the expansion of the brass 
scales is also allowed for; which is a correction of con- 
siderable amount in the long scale of the water- 
barometer. 

The data upon which these Tables have been calcu- 
lated, are as follows : — 

1st, The specific gravity of water at different tem- 
peratures, as determined by the experiments of Hall- 
strom, taken from Dr. Thomson's late work upon Heat 
and Electricity, p. 28. 

2nd, The determination of the linear expansion of 
brass at *0000104 per degree of Fahrenheit. 

The height of the column is assumed to be in in- 
verse proportion to the specific gravity; and the cor- 
rection to the maximum density at 40^ (or more cor- 
rectly 39°"38) is calculated accordingly. From this 
correction is deducted, or to it is added, the expansion 
or contraction of the brass scale on either side of 60^ 
calculated on the preceding datum. 
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Table (XXXVII.) of Cbrrecliant for Temperatare for the Water- 
Barometer. Standard Temperature of Scale 60°. Maximum 
Deitnil^ of IValer W. 
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With regard to the capillary action of the tube, 
which of course is in the opposite direction to that of 
the mercurial barometer, Dr. Young has calculated* 
that the central elevation for water iu a tube of which 
the diameter is "49964 inch (which is almost exactly 
the diameter of the tube within tlie range of the oscil- 
lations,) is "035, and the marginal elevation '172. 

In my first use of the instrument, I conceived that 
the observation was made with most certainty by 
bringing the vernier to coincide with the marginal 
elevation of the water; and in the following observa- 
tions the correction of -'l? has been applied accord- 
ingly. Mr. Hudson has since shown me, that by 
reflecting the light upon the column from behind, the 
observation from the centre is made witli the greatest 
precision ; and iu some observations which have been 




184 



ON THE WATEBrBABOMETEB 



kindly furnished by that gentleman, the correction of 
-*03 only has been applied. The difference of the 
two corrections deduced from the calculation of Dr. 
Young as above, agrees very nearly with the difference 
of the two readings upon the barometer when carefully 
observed. 

As the usual Tables for the thermometric correc- 
tion of the mercurial barometer are calculated for 32°, 
I considered it necessary to calculate a fresh Table for 
the temperature of 40° ; that both the water and the 
mercury might be reduced to the same standard tem- 
perature. The dilatation in volume of mercury per de- 
gree of Fahrenheit has been taken, on the authority of 
MM. Dulong and Petit, at 0001001 of the volume at 
32°. And the height of the column has been assumed 
to be in the ratio of the volume at 40° to the volume 
at the observed temperature. To the correction thus 
obtained has been added, or from it has been deducted, 
the expansion or contraction of the brass scale on either 
side of the standard temperature 60°. 

Table (XXXVIII,) of Corrections for Temperature for the Mer- 
curial Barometer, Standard Temperature of Scale 60°. Volume 
of Mercury at 40° Standard, 
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The mercurial barometer, with whicli the following 
comparison has been made, is of a portable construc- 
tion, and has been fully described on a former occa- 
sion*. It is the lirst to which a platinom guard was 
ever applied, and it still remains perfectlr free from 
air. The correction of •(■'044 for capillary action has 
been experimentally veriiied, upon more than one 
occasion, by comparison with a barometer of half an 
inch bore, in which no soch correction is necessary. 

I bare not hitherto had it in my power to institute 
such a series of observations as I thick the interest 
of the subject would have justified ; as I have been 
obliged to depend upon my own exertious, or of 
those who from pure love of science have been willing 
to assist mc in this laborious drudgery, at such inter- 
vals as the pressure of other engagements would per- 
mit. Of these by far the most important are the 
hourly observations of Mr- Hudson, which, with the 
assistance of some of the membera of his family, he 
had the resolution to persevere ia for fifteen days, and 
which he has communicated to the Society. Prior to 
these were the following observations made at my 
request by Mr. Roberton in the months of August and 
September, 1830, at different hours of the day; but 
generally at 9 a.m. and 3 p.m. They include a very 
considerable range of temperature (from 57° to 74'^), 
and serve to test the accuracy of the instruments 
brought into comparison shortly after the completion 
of the water-barometer, and that of the different cor- 
rections which have been applied to them. 



* Essay on the Prevention of the Deterioralion of Barometers, 
in the present Volume. 
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The first colamn of the following Table records 
the date, and the second the hour of the observations. 
The third column contains the temperature of the in- 
ternal thermometer (c» d), and the fourth that of the 
external thermometer (6, 7). The fifth shows the cor- 
rected height of the water-barometer; the sixth the 
temperature of the thermometer attached to the mer- 
curial barometer. This, it will be observed, sometimes 
differs several degrees from the former; and, when 
this is the case, the mean has been taken as the tem- 
perature by which to correct the length of the scale ; 
as standing at the bottom of the column, it most pro- 
bably indicated the temperature of the lower extre- 
mity. The seventh column contains the corrected 
height of the mercurial barometer. In the eighth 
column I have placed the height of the column of 
water reduced to the corresponding height in mer- 
cury. As the basis of this calculation, I have taken 
the specific gravity of mercury at 40°, 13'624, as de- 
termined, at my request, by Mr. Faraday at the time 
when I fitted up the large mercurial barometer be- 
longing to the Society. The ninth column exhibits 
the differences of the two columns, or the amount of 
the depression of the column of water by the included 
vapour, expressed in parts of an inch of mercury. 

By the side of these differences I have placed, in 
the tenth column, the elasticity of aqueous vapour due 
to the temperature of the surface water in the baro- 
meter, calculated from the data of Dr. Ure. The 
eleventh column exhibits the differences of the two 
preceding. The mean results of every ten observa- 
tions are also added to the register. 
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The most striking result of this comparison is, the 
almost exact coincidence in the first ten observations 
of the elasticity of the aqueous vapour, derived from 
the experiment, vnth the amount as determined from 
calculation in a range of temperature from 58° to 74° ; 
the differences in the eleventh column being much less 
than I should have anticipated, even from the necessary 
uncertainty in ascertaining the temperature by the 
thermometers. 

The remaining series exhibit larger and rather in- 
creasing differences, but such only as might fairly be 
supposed to come within the limits of errors of observa- 
tion. It must also be observed that they were taken 
at greater intervals apart, a circumstance which I shall 
presently show may have had a considerable influence 
upon the results. The differences in the last column 
are, hoWfeter, all, except the first, marked with the 
positiygjMpi +, denoting that the depression from 
obsei VjtJMni is invariably greater than that which would 
have resulted from the calculated elasticity of the 
vapour. This would rather indicate some constant 
error in some of the data of the calculation than the 
necessarily fluctuating errors of observation; and we 
should only have to assume the specific gravity of 
mercury aa 13*590 instead of 13*624, and the mean 
difference would disappear. There can, therefore, I 
think, be not hesitation in coming to the conclusion 
that, considering the difficulty and complexity of the 
several adjustments, and the variety of the necessary 
corrections applied to the observations, the whole 
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arrangement was even more perfect than could have 
been expected, up to the time of this first register. 

It was a principal object with me, as soon as pos- 
sible to obtain a good and uninterrupted series of 
observations during a long period, taken at least once 
a day at some fixed hour; and for this purpose I en- 
gaged a careful workman of Mr. Newman's, who had 
been instructed in the reading of the different iustru- 
ments, to keep a register of their indications at 7 A.M. 
in the summer months, and 7j a.m. in the winter. By 
a careful comparison of his readings with those of 
others, he was found to be fully competent to the task. 
The following register contains these observations for 
one year and a half, commencing in October, 1830, and 
ending in March, 1832. They have been corrected in 
tlie same way as the last, and the same kind of com- 
parison instituted. The depression of the water- 
barometer has been worked out daily for the first two 
and the last months ; but for the intermediate months 
I have satisfied myself with making the calculation for 
the monthly mean results. The gradually increasing 
differences between this depression and the elasticity 
due to the vapour, have forced upon my mind the un- 
welcome conviction that, by some means or other, 
gaseous matter has crept into the instrument; and 
under this impression it was UBeless to carry the calcu> 
lations further. 
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It will be observed how very gradually the differ- 
enceSy recorded in the last columns of the months, 
increase; till, in the month of March, 1832, they 
average '551 ; more than half an inch of mercury, 
indicating a mean depression of the water-barometer 
of more than seven inches. This result is further con- 
firmed by a comparison of the monthly mean heights 
of the two instruments, and by observing that in the 
month of March, 1832, when the differences for each 
day are exhibited, the greatest differences occur with 
the highest barometer, as would happen from the 
greater compression of included air under such circum- 
stances* The regularity of this secondary effect is 
indeed very remarkable. 

This unfortunate result not being doubtful, I deter- 
mined to open the boiler for the purpose of throwing 
some light, if possible, upon the cause. Dr. Prout, to 
whose valuable advice I have been greatly indebted in 
all the previous arrangements, did me the favour of 
assisting at this examination. 

Upon removing the cover, we found that a portion 
of the liquid had by some means escaped, as, although 
the column of water stood considerably below the 
neutral point, the ivory point was not in contact with 
it. We careiully measured its distance, and found it 
to be 0*3 inch, to which, as the barometer stood at 
385*94 inches, must be added 0*05 inch for the differ- 
ence from the neutral point; and the amount 0*35 
inch will be the quantity of the fluid deficient. 

Upon examining the oil upon the surface, we found 
that it had undergone a very remarkable change. It 



was nearly covered with large clots of a mucilaginous- 
looking substance, which, in places, reached quite 
through to the water beneath ; so that upon moving 
them aside the latter was uncovered. Upon the top 
of this, in various parts, were drops of an aqueous 
fluid, of a tenacious consistence, which had a very 
decided sweet taste, and resembled the substance 
which 19 formed during the process of saponification, 
to which the name of Glycerine has been given. There 
was also some carbonaceous matter, but not more thau 
might probably be accounted for from depositions from 
the atmosjihere. All these matters, with a great por- 
tion of the remaining oil, were carefully skimmed o^ 
and the water beneath was found perfectly bright and 
transparent ; there were no signs of metallic corrosion 
in any part; and every portion of the boUer, with its 
cover and brass-work, was as bright as on the day 
when they were put together. 

We next examined the portion of oil and water 
which had been set by iu a glass vessel for the purpose 
of watching any changes which it might undergo. This 
we found in a very different state. The stratum of oil 
upon the surface was rather more than an inch thick, 
and in this it differed from that in the boiler, which 
was not more than half an inch. The great body of it 
was perfectly bright and pure, and did not seem, from 
its taste, to have undergone any change, or to have 
acquired any rancidity. At the point of contact with 
the water it appeared to have undergone change, and to 
be separated from it by a tough film of the same muci- 
r substance which ue had found in the 
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boiler. Upon agitating the glass, this film could be 
bent upwards without breaking; and a kind of fold 
was made in it of so tenacious a quality as to be some 
time before it again accommodated itself to the level 
of the liquid. Upon examination with a lens it ap- 
peared to contain minute air-bubbles. These air* 
bubbles may have originated from some decomposition 
of the oil or water; but they were by no means 
numerous, and it is not at all improbable that they 
were the remains of a thin stratum of air included 
between the oil and the water; as there would be 
no perfect contact between the two liquids near the 
surface of the water. We next placed the glass, with 
its contents, under the receiver of an air-pump, and 
upon exhaustion of the air these little bubbles ex* 
panded and seemed to lift the film in parts^ and to 
escape with some difficulty through the oil. No air* 
bubbles, however, were formed in the mass of the sub- 
jacent water; proving that the water had been, in 
this instance, protected by the oil. Upon pushing the 
exhaustion to the utmost, a few insignificant bubbles 
were indeed extricated from a small flock of dust 
which had fallen to the bottom of the glass. 

A little of the water was then taken out of the 
boiler in a glass vessel, which still retained a thin 
stratum of oil upon its surface. Upon exposing this 
to the action of the pump, air-bubbles in abundance 
were extricated from the whole mass, and it swelled 
up so as nearly to overflow the vessel in which it was 
contained; presenting a very marked contrast to the 
result of the previous experiment, and proving that the 
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water in the boiler must have been strongly impreg- 
nated with gaseous matter. This examination took 
place on the 1 3 th June, almost exactly two years from 
the completion of the water-barometer. 

Upon consideration of all the circumstances, we 
were of opinion that the formation of the mucilaginous- 
looking matter had opened a permeable communica- 
tion between the water in the boiler and the atmo- 
sphere ; by which not only the water was carried oflF 
by evaporation, which would account for the deficiency, 
but the air passed in and was absorbed : and we have 
little doubt that if the stratum of oil had been thicker, 
the change would have been confined to the lower 
sur&ce, and the water would have been perfectly pro* 
tected, as was the portion set aside in the glass. 

I shall now proceed to notice two or three more 
circumstances of interest, which I remarked during my 
observation of the water-barometer. 

It is extremely curious to watch its action in windy 
weather ; the column of water appears to be in a per- 
petual motioD, resembling the slow action of respira- 
tion. During a heavy gale of wind on the 16th of 
November, 1830, I made the following observa- 
tions: — 
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Alxmt half-past 2, the maximum range of the oscil- 
lations ifas about 0*28 inch ; about half an hour later, 
one gust of wind caused an oscillation of 0*43 inch, 
and the minor oscillations were generally nearer the 
lower than the higher extreme. At 4 o'clock the 
movement became sensibly less in extent, and the 
mean point of the oscillations began to rise, and, as I 
ventured to predict, the wind very soon began to abate. 
It became very suddenly calm, and the next day was 
very fine. The time of this change, as indicated by the 
instrumont, ^*as certain within five minutes. 

On the subjoined scale (Plate XX.) I have laid 
flown tlio hourly observations of Mr. Hudson of the 
water and morourial barometers obligingly communi- 
oatttfl to nu> by tlmt gentleman. They have not been 
iMirrootiMi; b\ii tho oorn>ction8 would be of little im- 
|Mir(iiiino III tho rtnigh comparison which I at present 
ilMnigii tn liiMlitutt\ A very slight examination will 
mImiw iliHl (liiM't^iir«) many inmsiderable oscillations of 
IliM Mi|iiMniiN iMilunin which are totally lost in the mer- 
iMMliili Miiil will \\v\\\fi> that nmch curious information 




with regard to atmoaplierie changes might be derived 
from a long-continued series of such observations. 

The most important result, however, and that which 
alone would have amply repaid all the labour expended 
upon the subject, is the fact pointed out by the 
observations of Mr. Hudson, that the water-barometer 
precedes by one hour the barometer of half-inch bore, 
and the latter the mountain-barometer of 015-inch 
bore by the same interval, in their indications of the 
horary oscillations; ehowing that while pbiloaojihers 
are disputing about the hours of the maxima and 
minima, much depends upon the construction of the 
instruments observed ; and proving the necessity, which 
I long ago pointed out, of making these delicate 
observations with instruments which have been com- 
pared with accurate and known standards. This com- 
parative sluggishness of the mercurial barometer, when 
compared with the water, also proves that the differ- 
ence between the two, when reduced by calculation of 
their specific gravities to the same expression, can only 
at times approximatively determine the elasticity of the 
included vapour ; and that such determination must 
always be liable to a small error from this circumstfince. 

Should the Council of the Society hereafter come 
to the conclusion that there is enough of interest in 
the subject to induce them to prosecute it further, I 
am of opinion that the water-barometer might be re- 
boiled and resealed without much risk; and I think 
that if a stratum of oil of four or five inches depth 
were afterwards poured upon the surface of the water, 
there would be little risk of the air again insinuating 
itself within it. 
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[The following account of the examination and 
re-filling of the water-barometer has been drawn np 
since the death of Professor Daniell, from notes taken 
by himself on the occasion.] 

In consequence of a minute made at a meeting of 
the Council of the Royal Society, 14th November, 
1844, requesting Professor Daniell to superintend the 
reboiling and adjustment of the water-barometer, he 
' undertook the task, and on the 6th December follow- 
ing, the front of the case was opened and the top of 
the cistern removed. The colunm of fluid in the 
tube when carefrdly examined, appeared everywhere 
perfectly continuous and free from air specks. 

By an observation made at this time, the height of 
the column was found to be 385*40 inches, the exter- 
nal thermometer marking a temperature of 44^ F^ 
the internal one 45^ The distance of the ivory point 
terminating the lower end of the scale from the sur- 
face of the oil in the cistern was 0*32 inch. To this 
must be added 0*06 of an inch as correction for the 
depression of 15 inches in the tube below the neutral 
point, making the amount of water that had escaped 
from the cistern equal to a depth of 0*38 inch. The 
mercurial barometer at the same time stood at 30*090, 
the temperature of the attached thermometer being 
86*5. 

The corrected height of the water-barometer would 
be 385*22 inches, which is equivalent to a column of 
mercury of 28*690 inches, making the difference be-> 
tween heights of the mercurial and water-barometer 
equal to 1*4 of an inch. By observations made 
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twice daily at the Royal Society between the 16th 
and 26th of November preceding, it appeared that the 
mean difference between the corrected heights of the 
mercurial and water-barometers amounted to 1-484 
inches of mercury, which is equivalent to a column of 
20-212 inches of water. 

On proceeding further with the examination, the 
oil on the surface of tlie cistern was found to be 
covered with a black scum, from dust and dirt which • 
had gained admission ; beneath this the oil was per- 
fectly clear and transparent down to the surface of the 
water, and between the two fluids a layer of thick, 
tough, whitish, fatty matter interposed ; this layer had 
an uneven marbly appearance, as though it contained 
air-bubbles — an appearance which, on examination, 
was found to be deceptive. 

Half-a-pint of the water was drawn ofl" by sipiion 
and immediately placed in the exhausted receiver of 
an air-pump. Minute specks of air became visible 
when the pressure within, as marked by the gauge, 
was 3 inches ; but no abundaut extrication of bub- 
bles ensued till the mercury stood at 1-2. The tem- 
perature of the water at this time was 50°. 

It smelled and tasted strongly of rancid castor oil, 
and was slightly opalescent. Half-a-pint of it was 
evaporated by steam heat, and left a thick oily residue 
amounting to 15-3 grs. This residue had a sweetish- 
sour nauseous taste, reddened litmus paper, and redis- 
solved on adding to it a small (juanlity of water. 

On more minutely examining the state of the 
cistern no air-bubbles could be detected in any part 
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below the surface, but a white light flocculent matter 
had deposited itself in vertical lines upon the sides of 
the cistern as well as more abundantly upon its bot- 
tom and angles. 

By a subsequent operation the gas which had crept 
into the upper part of the tube was transferred into a 
jar. For this purpose the cover of the cistern was 
replaced, and a pressure of steam generated in the 
boiler : over the upper extremity of the tube a small 
water-bath was adjusted, and, on nipping off the sealed 
extremity of the barometer after the jar was placed 
over it, the included air was forced out as the column 
of liquid rose from the elasticity of the steam in the 
boiler. The gas thus collected amounted to 1*23 cu- 
bic inches. On analysis it proved to be pure nitrogen. 
The oxygen had been absorbed as it passed through 
the oil, producing the rancidity and other changes 
above detailed. 

From these observations it was evident that castor 
oil was not effectual in preventing the admission of 
atmospheric air, its solution in the water and subse- 
quent rise into the upper portion of the tube. Some 
other means, therefore, for effecting this became neces- 
sary, and it was suggested that a solution of caout- 
chouc in naphtha should be substituted for the oil; 
the naphtha, it was expected, would evaporate and leave 
an elastic and impermeable film of caoutchouc. Ac- 
cordingly, in order to put this plan to the test, some 
water was well boiled, and whilst still boiling poured 
into a heated glass jar and immediately covered to the 
depth of an inch with a solution of caoutchouc in 
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iiaplitha, also heated to 212°, in the prnportion of one 
part of the Mockintosh paste as sold iq tlie shops to 
seven parts of naphtha ; a viscid liquid was thus ob- 
tained, which gradually evaporated, leaving an elastic 
film of caoutchouc. Four weeks after the experiment 
commenced, the vessel was placed under a glass re- 
ceiver and the air exhausted, not a bubhle of air 
appeared, though the gauge indicated a pressure of 
only 0'3. As this result appeared satisfactory Mr. 
Daniell determined to employ the caoutchouc solution 
as a covering for the water in the cistern of the baro- 
meter. 

On the 28th of January, 1845, the remainder of 
the water was drawn off", and the whole instrument 
thoroughly cleansed from oil, fresh distilled water was 
introduced, and the instrument boiled and sealed by 
Mr. Newman, in the manner pre\iously so success- 
fully employed. Tlie column of water rose steadily, 
uninterrupted by specks or air-bubbles, and the tem- 
perature in the tube was sufficiently high to drive the 
mercury of the internal thermometer partially into 
the upper bulb. After the sealing, ebullition con- 
tinued in the column for some time, and as the hubbies 
broke the liquid fell back, producing the ringing me- 
taUic sound emitted by a well-boiled water-hammer 
when properly agitated. Immediately that the steam 
was let off, the cover of the cistern was removed, and 
a brush dipped in the caoutchouc solution was passed 
round the metal at the upper surface of the water, to 
ensure the complete adhesion of the naphtha liquid. 
This solution, previously heated to 212", was then 
P2 
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poured carefully over the surface to the depth of 
between two and three inches. 

As soon as the temperature, as measured by the 
internal thermometer, had &llen to 70°, an observation 
of the heights of the mercurial and water barometer 
was made, but as the instrument had not attained a 
uniform temperature throughout its whole length, no 
reliance can be placed on this result. 

On the following day an observation was taken to 
determine the neutral point of the instrument. 

At this time the water stood at 394*26, the in- 
ternal temperature being 43° F., the external 45°. 
As the neutral point previously was 400 inches, it is 
by the present determination taken 5*74 inches lower 
than in the former case ; the difference in the height 
of the water-column, however, is thereby only affected 
±•02 inch, a correction which is made as before. 

The mercurial barometer at this time stood at 
29-286 ; this when corrected is 29-280 : the height of 
the column of water, reduced with the necessary cor- 
rections to inches of mercury, was 29-224, making a 
difference of 056 inch. 

This agreement is not so close as that of the 18th 
June, 1830, on the first filling of the instrument ; in 
three days the difference amounted to nearly \ of an 
inch, and it will be seen by the following Table that 
the difference has continued slowly to increase: 
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Hourly observations of the iustruiiient were care- 
fully made for tea days, but these it haa not been 
tbought necessary to publisb in full, on account of 
the increasing difference between the two instruments. 
On more tbaii one occasion bubbles have been seen 
creeping up the tube, and at length bursting on the 
surface. It is possible that the ebullition which was 
not protracted for so long a time as when the instru- 
ment was first boiled, had not been carried so far as 
to expel the laat portions of air, or it may be also 
that traces of naphtha have been dissolved by the 
water, and subsequently made their way into the tube 
giving off" vapour whose tension does not follow the 
same law as that of aqueous vapour, or lastly air 
may by endosraosis have actually obtained admission 
through the film designed to exclude it. 

Part of the deficiency is no doubt due to evajiora- 
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tion of the naphtha from the solution of caoutchouc ; 
this would soon reach its full extent, and a fresh deter- 
mination of the neutral point would become necessary. 
These inaccuracies it was the intention of Mr. 
Daniell to have corrected, by again boiling the instru- 
ment; for the operation, if performed with care, is one 
attended with less risk than that incurred in boiling 
an ordinary mercurial barometer. 
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[The following Essay was read before (he Horticultural So- 
ciety, August l?'!!] 1824, who hoHoured it by the presentation of 
their Aledul. It is here reprinted from their Transactions, with 
the sanction of the Council.^ 



The following observations were committed to paper, 
and submitted to the consideration of the Horticul- 
tural Society, at the particular request of their Secre- 
tary. The author would scarcely have thought them 
novel or important enough for such a destination, but 
he defers to his judgment, and shall, at all events, 
have had the pleasure of complying with his wishes. 

Horticulture differs from agriculture in one very 
material respect. The latter has for its object the 
fertilization of the soil by manures, and the different 
processes of cultivation in the manner best adapted 
to the peculiarities of any given climate; it concerns 
itself only with the growth and nourishment of such 
plants as are indigenous, or, by a long course of treats 
ment. have become inured to the vicissitudes of wea- 
ther incidental to a particular latitude. The former 
occupies a much wider field of research ; it not only 
seeks to be conversant with the constitution of soile, 
but, as it aspires to the preservation and propagation 
of esotic vegetation, it necessarily embraces the con- 
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sideration of varieties of climate: and it labours, by art, 
to assimilate the confined space of its operations to that 
constitution of atmosphere which is most congenial to 
its charge, or to protect them at different periods of 
their growth from sudden changes of weather which 
would be detrimental to their health. Experience has 
anticipated theoretical knowledge in suggesting various 
artifices, by which these ends may be effected ; a con- 
nected view of wliich has never, I believe, been at- 
tempted, but may prove to be not without interest and 
utility. The suggestions of experience may probably 
enlarge the conclusions of theory, while it is not im- 
possible that the improved state of the latter may be 
found to furnish some assistance to the former. 

The science of horticulture, with regard to climate, 
will be best considered in two divisions : the first com- 
prises the methods of mitigating the extremes, or 
exalting the energies, of the natural climate in the 
open air; the second embraces the more diflScult 
means of composing and maintaining a confined atmo- 
sphere, whose properties may assimilate with those of 
the natural atmosphere in intertropical latitudes. I 
shall commence my observations with the former. 

The basis of the atmosphere has been proved to 
be of the same chemical composition in all the regions 
of the globe. All the varieties of climate will there- 
fore be found to depend upon the modifications im- 
pressed upon it by light, heat, and moisture ; and over 
these, art has obtained, even in the open air, a grtoter 
influence than at first sight would appear to be pos- 
sible. By judicious management, the climate of our 




gardens is rendered cougeninl to the luxurious produc- 
s of more favoured regions, and flowers and fruits 
from the confines of the tropica, flourishing in the 
open air, daily prove the triumphs of knowledge and 
industry. 

For the complete understanding of the subject in 
all its bearings, and to enable ua to derive all the prac- 
tical advantages wliich such an understanding would 
certainly afford, it would be necessary to have a full 
knowledge of tlie peculiarities of the climate of every 
region of the earth ; a knowledge which we are very 
far from yet possessing, but to which rapid advances 
are daily making. But above all, it seems necessary 
that we should understand the atmospheric variations 
of our own situation. These, though not constituting 
the greatest range with which we are acquainted, are 
great, and oftentimes sudden. The range of the ther- 
mometer in the shade is from 0'^ to 90° of Fahrenheit's 
scale; but under favourable circumstances the heat of 
the sun's rays reaches 136°: the changes of moisture 
extend from 1000, or saturation, to 389. Now the 
great object of the horticulturist is to stretch, as it 
were, his climate to the south, where these extremes 
(if drought and cold never occur ; and not only to 
guard against the injurious eflects of the ultimate 
severity of weather, but to ward ofl' the sudden changes 
which are liable to recur in the different seasons of 
the year. To enable us to understand the methods of 
effecting this end, it will be necessary to consider the 
means by which these changes are brought about in 
the general course of nature. The principal of these 
will bo found to be, wind and radiation. 
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The amount of evaporation from the soil, and of 
exhalation from the foliage of the yegetable kingdom, 
depends upon two circumstances, — the saturation of 
the air with moisture, and the velocity of its motion. 
They are in inverse proportion to the former, and in 
direct proportion to the latter. 

When the air is dry, vapour ascends in it with 
great rapidity from every surface capable of affording 
it, and the energy of this action is greatly promoted by 
wind, which removes it from the exhaling body as fast 
as it is formed, and prevents that accumulation which 
would otherwise arrest the process. 

Over the state of saturation, the horticulturist has 
little or no control in the open air, but over its velo- 
city he has some command. He can break the force 
of the blast by artificial means, such as walls, palings, 
hedges, or other screens; or he may find natural 
shelter in situations upon the acclivities of hills. Ex- 
cessive exhalation is very injurious to many of the 
processes of vegetation, and no small proportion of 
what is commonly called Uight may be attributed to 
this cause. Evaporation increases in a prodigiously 
rapid ratio with the velocity of the wind, and anything 
which retards the motion of the latter, is very efiSca- 
cious in diminishing the amount of the former; the 
same surface, which in a calm state of the air would 
exhale 100 parts of moisture, would yield 125 in a 
moderate breeze, and 150 in a high wind. The dry- 
ness of the atmosphere in spring renders the effect 
most injurious to the tender shoots of this season of 
the year, and the easterly winds especially are most to 
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be Opposed in their course. Tlie moisture of the air 
flowing from any point between N E. and S.E. iiicla- 
sive is to that of the air from the other quarter of the 
compass, in the proportion of 814 to 907 upon an 
average of the whole year : and it is no uncommon 
thing in spring for the dew-point to be more tlian 20 
degrees below the temperature of the atmosphere in 
the shade, and I have even seen the difference 
amount to 30 degrees. The effect of such a de- 
gree of dryness ts parciiing in the extreme, and if 
accompanied with wind is destructive to the blossoms 
of tender plants. The use of high walls, especially 
u[>on the northern and eastern sides of a garden, in 
checking this evil, cannot be doubtful, and in the case 
of tender fruit-trues, such screens should not be too 
far apart. 

And here theory would suggest another precaution, 
which. 1 believe, has never yet been adopted, but 
which would bo well worthy of a trial. When trees 
are trained upon a widl with a southern aspect, they 
have the advantage of a greatly exalted temperature; 
but this temperature, in spring, differs from the warmth 
of a more advanced period of the year, or of a more 
southern climate, in not being accompanied by an in- 
crease of moisture. In the extremely dry state of the 
atmosphere to which I am now alluding, the enormous 
exhalation from the blossoms of tender fruit-trees, 
whicli must thus he induced, cannot fail of being ex- 
tremely detrimental; the effect of shading the plants 
from the direct rays of the sun should therefore be 
ascertained. The stati' of the weather to which I 
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refer, often occurs in April, May, and June, but sel- 
dom lasts many hours. Great mischief, however, may 
arise in a very small interval of time, and the disad- 
vantage of a partial loss of light cannot be put in com- 
parison with the probable effect which I have pointed 
out. 

During the time in which I kept a register of the 
weather, I have seen in the month of May the ther- 
mometer in the sun at 101°, while the dew-point was 
only 34°; the state of saturation of the air, upon a 
south wall, consequently only amounted to 120, a state 
of dryness which is certainly not surpassed by an 
African Harmattan. The shelter of a mat on such 
occasions, would often prevent the sudden injury which 
so ft^uently arises at this period of the year. 

Some of the present practices of gardening are 
founded upon experience of similar effects ; and it is 
well known that cuttings of plants succeed best in a 
border with a northern aspect protected fi^m the 
wind; or, if otherwise situated, they require to be 
screened from the force of a noon-day sun. If these 
precautions be unattended to, they speedily droop and 
die. For the same reason, the autumn is selected for 
placing them in the ground, as well as for transplant- 
ing trees ; the atmosphere at that season being satu- 
rated with moisture, is not found to exhaust the plant 
before it has become rooted in the soil. 

Over the absolute state of vapour in the air we 
are wholly powerless, and by no system of watering 
can we affect the dew-point in the free atmosphere. 
This is determined in the upper regions: it is only, 



therefore, by these indirect methods, and by tlie selec- 
tion of proper seasons, that we can preserve the more 
tender ehoots of the vegetable kingdom from the inju- 
rious effects of excessive exhalation. 

Radiation, the second cause which I have men- 
tioned as producing a sudden and injurious influence 
upon the tender products of the garden, is one that 
has been little understood, till of late years, by the 
natural philosopher; and even to this day has not 
been rendered familiar to the practical gardener; who, 
although he has been taught by experience to guard 
against some of its effects, is totally unacquainted with 
the theory of his practice. Dr. Wells, to whose ad- 
mirable Essay upon Dew we are so much indebted fop 
our present knowledge upon this important subject, 
thus candidly remarks upon this anticipation of 
science: "I had often, in the pride of halt-knowledge, 
smiled at the means frequently employed by gardeners 
to protect tender plants from cold ; as it appeared to 
me impossible that a thin mat or any such flimsy sub- 
stance could prevent them from attaining the tem- 
perature of the atmosphere, by which alone I thought 
them liable to be injured. But when I had learned 
that bodies on the surface of the earth become, daring 
a still and serene night, colder than the atmosphere, 
by radiating their heat to the heavens, I perceived 
immediately a just reason for the practice which I 
had before deemed useless." 

The power of emitting heat in straight lines in 
every direction, independently of contact, may be 
regarded as a property common to all matter; but 
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differing in degree in different kinds of matter. Co- 
existing with it, in the same degrees, may be regarded 
the power of absorbing heat so emitted from other 
bodies. Polished metals, and the fibres of vegetables, 
may be considered as placed at the two extremities of 
the scale upon which these properties in different sub- 
stances may be measured. If a body be so situated 
that it may receive just as much radiant heat as itself 
projects, its temperature remains the same; if the 
surrounding bodies emit beat of greater intensity than 
the same body, its temperature rises, till the quantity 
which it receives exactly balances its expenditure; at 
which point it again becomes stationary: and if the 
power of radiation be exerted under circumstances 
which prevent a return, the temperature of the body 
declines. Thus, if a thennometer be placed in the 
focus of a concave metallic mirror, and turned towards 
any clear portion of the sky, at any period of the day, 
it will fall many degrees below the temperature of 
another thermometer placed near it, out of the mirror; 
the power of radiation is exerted in both thermome- 
ters, but to the first all return of radiant heat is cut 
ofl^ while the other receives as much from the sur- 
rounding bodies as itself projects. This interchange 
amongst bodies takes place in transparent media as 
well as in vacito; but in the former case the effect is 
modified by the equalizing power of the medium. 

Any portion of the surface of the globe which is 
fully turned towards the sun receives more radiant 
heat than it projects, and becomes heated; but wlien, 
by the revolution of the axis, this portion is turned 
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from the source of heat, the radiation into space still 
continues, and being uncompensated, the temperature 
declines. In consequence of the different degrees in 
which different bodies possess this power of radiation, 
two contiguous portions of the system of the earth 
will become of different temperatures; and if on a 
clear night we place a thermometer upon a glass-plat, 
and another upon a gravel-walk or the bare soil, we 
shall find the temperature of the former many degrees 
below that of the latter; the fibrous texture of the 
grass is favourable to the emission of the heat, but the 
dense surfaces of the gravel seem to retain and fix 
it. But this unequal effect will only be perceived 
when the atmosphere is unclouded, and a free passage 
is open into space ; for even a light mist will arrest 
the radiant matter in its course, and return as much 
to the radiating body as it emits. The intervention 
of more substantial obstacles will of course equally 
prevent the result, and the balance of temperature 
will not be disturbed in any substance which is not 
placed in the clear aspect of the sky. A portion of 
a grass-plat under the protection of a tree or hedge, 
will generally be found, on a clear night, to be 8° or 
10° warmer than surrounding unsheltered parts, and 
it is well known to gardeners that less dew and frost 
are to be found in such situations than in those which 
are wholly exposed. 

There are many independent circumstances which 

modify the effects of this action, such as the state of 

the radiating body, its power of conducting heat, &c. 

If, for instance, the body be in a liquid or aerifoim 

Vol. II. Q 
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state, although the process may go ou freely, as in 
water, the cold produced by it will not accumulate 
upon the surface, but will be dispersed by known laws 
throughout the mass ; and if a solid body be a good 
radiator but a bad conductor of heat, the frigorific 
effect will be condensed upon the face which is exposed. 
So, upon the surfistce of the earth, absolute stillness of 
the atmosphere is necessary for the accumulation of 
cold upon the radiating body; for if the air be in 
motion, it disperses and equalizes the effect, with a 
rapidity proportioned to its velocity. 

It is upon these principles that Dr. Wells has 
satisfactorily explained all the phenomena connected 
with dew and hoar frost. This deposition of moisture 
is owing to the cold produced in bodies by radiation, 
which condenses the atmospheric vapour upon their 
surfaces. It takes place upon vegetables, but not 
upon the naked soil. The fibres of short grass are 
particularly favourable to its formation. It is not pro- 
duced either in cloudy or in windy weather, or in 
situations which are not perfectly open to the sky. It 
is never formed upon the good conducting surfaces of 
metals, but is rapidly deposited upon the badly con- 
ducting surfaces of filamentous bodies, such as cotton, 
wool, &c. 

In remarking that dew is never formed upon metals, 
it is necessary to distinguish a secondary effect, which 
often causes a deposition of moisture upon every kind 
of surface indiscriminately. The cold which is pro- 
duced upon the surface of the radiating body, is cora- 
mimicated by slow degrees to the surrounding atmo- 
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sphere; and, if the effect be great and of Biifficient 
contiuuauce, moisture is iiot only deposited upon the 
solid body, but is precipitated in the air itself; from 
which it slowly subsides, and settles upon everything 
within its range. 

The formation of dew is one of the circumstances 
which modify and check the refrigerating effect of 
radiation; for, as the vapour is condensed, it gives out 
the latent heat with which it was combined in its 
elastic fomi, and thus, no doubt, prevents an excess of 
depression which might in many cases prove injurious 
to vegetation. A compensating arrangement is thus 
established, which, while it produces all the advantages 
of this gentle eftusion of moisturo, guards against the 
injurious concentration of the cause by which it is 
produced. 

The effects of radiation come under the considera- 
tion of the horticulturist in two points of view: the 
first regards the primary inffuence upon vegetables 
exposed to it; the second the modifications produced ■ 
by it upon the atmosphere of particular situations. To 
vegetables growing in the climates for which tliey were 
originally designed by nature, there can be no doubt 
that the action of radiation is particularly beneficial, 
from the deposition of moisture which it determines 
upon their foliage: but to tender plants artificially 
trained to resist the rigours of an unnatural situation, 
this extra degree of cold may prove highly prejudicial. 
It also appears probable, from observation, that the 
intensity of this action increases with the distance 
from the equator to the poles ; as the lowest depression 
Q 2 
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of the thermometer which has been registered between 
the tropics, from this cause, is 12°, whereas in the 
latitude of London, it not unfrequently amounts to 17°. 
But, however this may be, it is certain that vegetaiion 
in this country is liable to be affected at night from 
the influence of radiation, by a temperature below the 
freezing point of water, ten months in the year ; and 
even in the two months, July and August, which are 
the only exceptions, a thermometer covered with wool 
will sometimes fall to 35°. It is, however, only low 
vegetation upon the ground which is exposed to the 
fiill rigour of this effect. In such a situation the air 
which is cooled by the process, lies upon the surface 
of the plants, and from its weight cannot make its 
escape ; but from the foliage of a tree or shrub, it 
glides off and settles upon the ground. 

Anything which obstructs the free aspect of the 
sky arrests, in proportion, tlie progress of this refrige- 
ration, and the slightest covering of cloth or matting 
annihilates it altogether. Trees trained upon a wall or 
paling, or plants sown under their protection, are at 
once cut off from a large portion of this evil ; and are 
still further protected, if within a moderate distance of 
another opposing screen. The most perfect combina- 
tion for the growth of exotic fruits in the open air 
would be a number of parallel walls within a short 
distance of one another, facing the south-east quarter 
of the heavens: the spaces between each should be 
gravelled, except a narrow border on each side, which 
should be kept free from weeds and other short vege- 
tables. On the southern sides of these walls, peaches, 



nectarines figs, &c., might be trained to advantage, 
and on their northern sides many hardier kinds of fruit 
would he very advantageously situated. Tender exotic 
trees would thus derive all the benefit of the early 
morning sun, which would at the earliest moment dis- 
sipate the greatest accumulation of cold whieh imme- 
diately precedes its rise, and the injurious influence of 
nocturnal radiation would be almost entirely prevented. 
Upon trees so trained, the absolute perpendicular im- 
pression could have little effect, and this little might 
even be prevented by a moderate coping. 

Mats or canvass, upon rollers to draw down occa- 
sionally in front of the trees, at the distance of a foot 
or two from their foliage, would, I have no doubt, be a 
great advantage in certain dry states of the atmosphere, 
before alluded to, and in the case of walls which are 
not opposed to others, would be a good substitute for 
the protection of the latter. 

Experience has taught gardeners the advantages of 
warding off the effects of frost from tender vegetables, 
by loose straw or other litter, but the system of mat- 
ting does not appear to be carried to that extent 
which itssimplicity and efficacy would suggest. Neither 
does the manner of fixing the screen exhibit a proper 
acquaintance with the principle upon which it is 
resorted to : it is generally bound tight round the tree 
which it is required to protect, or nailed in close con- 
tact with its foliage. 

Now it should be borne in mind that the radiation 
is only transferred from the tree to the mat, and the 
fold of the latter will be conducted to tlie former in 
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every point where it touches. Contact should there- 
fore be prevented by hoops or other means properly 
applied, and the stratum of air which is enclosed will, 
by its low conducting power, effectually secure the 
plant. With their foliage thus protected, and their 
roots well covered with litter, many evergreens might 
doubtless be brought to survive the rigour of our 
winters, which are now confined to the stunted growth 
of the greenhouse and conservatory. 

The secondary effect which radiation has upon the 
climate of particular situations, is a point which is lesa 
frequently considered than the primary one which we 
have been investigating ; but which requires, perhaps, 
still more attention. The utmost concentration of 
cold can only take place in a perfectly still atmosphere: 
a very slight motion of the air is sufficient to disperse 
it. A low mist is often formed in meadows in parti- 
cular situations, which is the consequence of the slow 
extension of this cold in the air, as before described : 
the agitation of merely walking through this conden- 
sation is frequently suflicient to disperse and melt it. 
A valley surrounded by low hills is more liable to the 
effects of radiation than the tops and sides of the hills 
themselves : and it is a well-known fact that dew and 
hoar frost are always more abundant in the former than 
in the latter situations. It is not meant to include in 
this observation, places surrounded by lofty and preci- 
pitous hills which obstruct the aspect of the sky, for in 
such, the contrary effect would be produced. Gentle 
slopes, which break the undulations of the air, without 
naturally circumscribing the heavens, are more efficient 
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in promoting this action; and it is worthy of remark 
and consideration, that by walls and other fences wc 
may artificially combine circumstances which may pro- 
duce the same injurious effect. 

But the iaflueuce of hills upon the nightly temjwra- 
ture of the valleys which they surround, is not confined 
to this insulation; radiation goes on upon their decli- 
vities, and the air which is condensed by the cold rolls 
down and lodges at their feet. 

Their aides are thus protected from the chill, and a 
double portion falls upon, what many arc apt to con- 
sider, the more sheltered situation. Experience amply 
confirms these theoretical considerations. It is a very 
old remark, that the injurious effects of cold occur 
chiefly in hollow places, and that frosts are less severe 
upon hills than in neighbouring plains. It is con- 
sistent with my own observations that the leaves of the 
vine, the walnut-tree, and the succulent shoots of 
dahlias and potatoes, are often destroyed by frost in 
sheltered valleys, on nights when they are perfectly 
untouched upon the surrounding eminences ; and I 
have seen a dilFerence of 30'^ on the same night be- 
tween two thermometers placed in the two situations, 
in favour of the latter. 

The advantages of placing a garden upon a gentle 
slope must be hence very apparent : a running stream 
at its foot, would secure the further benefit of a conti- 
guous surface, not liable to refrigeration, and would 
prevent any injurious stagnation of the air. Few 
situations are likely to fulfil all the conditions which 
theory would auggeet for the most perfect mitigation of 
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die difliate in the open air; bat the preceding remarks 
mar not be widioat their use in pointing out localities 
^iiich, with this Tiew, are most to be avoided. 

Little is in the power of the horticulturist to effect 
in the wet of eTaJting the powers of the climate in the 
open air; except by choice of situation with regard to 
the son, and the concentration of its rays upon walls 
and other screens. The natural reTerberation from 
these and the subjaeent scmI, is howcTor very effective, 
and few of the producti<His of the tropical regions are 
exposed to a greater heat than a well-trained tree upon 
a wall in summer. Indeed, it would appear from 
experiment^ that the power of radiation from the sun, 
like that of ladiation from the earth, increases with the 
distance firom the equator; and there is a greater dif- 
feraice between a thermometer placed in the shade, 
and another in the solar rays, in this couutry, than in 
Siem Leone or Jamaica. The observation of the 
President of this Society upon the growth of pine- 
apples is in exact accordance with this idea; for he 
has remarked that tbis species of plant, though ex- 
tremely patient of a high temperature, is not by any 
means so patient of the action of very continued 
bright light as many other plants, and much less so 
than the fig and orange-tree; and he is inclined to 
think that on this account they may be found to ripen 
their fruit better in the spring than in the middle of 
the summer*. This energy of the sun is at times so 
great that it often becomes necessary to shade delicate 



* Sec Horticultural Transactions^ vol. iv. p. 548. 
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flowers from its iQfluence; and I have already pointed 
out a case in wliieli it would be desirable to try tbe 
same precaution with the early blossom of certain fruit- 
trees. The greatest power is put forth in this country 
in June, while the greatest temperature of the air does 
not take place till July. The temperature of suinmer 
may thus be anticipated a month, in well-secured 
situations. 

The greatest disadvantage to which horticulture is 
subject in this climate, is the uncertainty of clear 
weather; a circumstance which art has, of course, no 
means to control ; no artificial warmth is capable of 
supplying the deficiency when it occurs, and without 
the solar beams fruits lose their flavour and flowers the 
brightness of their tints. It has been attempted to 
communicate warmth to walls by means of fire and 
flues, but without the assistance of glass no great suc- 
cess has attended the trial. 

It is well knowu that solar heat is absorbed by 
different substances with various degrees of facility 
dependent upon their colours, and that black is the 
most efficacious in this respect. It has therefore been 
proposed to paint garden walls of this colour; hut no 
great benefit is likely to arise from this suggestion. It 
is probable that in the spring, when the trees are devoid 
of foliage, the wood may thus be forced to throw out 
its blossom somewhat earlier than it otherwise would; 
but this would be rather a disadvantage, as the flower 
would become exposed to the vicissitudes of an early 
spring. It is more desirable to check than to force 
this delicate and important process of vegetation, as 



much injury may arise from its premature development, 
Wlien the tree has put forth its foliage, the colour of 
its protecting support can have no influence in auy 
way : the leaves cover the surface, and absorb the rays 
by their own inherent powers. The only known aU- 
vautage which can be taken of this peculiar power in 
dark substances, is in the case of covering up fruits, to 
preserve them from the ravages of flies ; grapes which 
are inclosed in bags of black crape ripen better than 
those in wliite; but I believe that it is admitted that 
neither do so well ae those which are freely exposed. 



I come now to the consideration of a confined at- 
mosphere; the management of which being entirely 
dependent upon art, requires in the horticulturist a 
more extended acquaintance with the laws of nature 
with regard to climate, and greater skill and experience 
in the application of his means. The plants which 
require this protection are in the moat artificial state 
which it is possible to conceive; for, not only are their 
stems and foliage subject to the vicissitudes of the air 
in which they are immersed, but, in most cases, their 
roots also. The soil in which they are set to vegetate 
is generally contained in porous pots of earthenware, 
to the interior surface of which the tender fibres quickly 
penetrate and spread in every direction; they are thus 
exposed to every change of temperature and humidity, 
and are liable to great chills from any sudden increase 
of evaporation. This part of the subject naturally 
divides itself into two branches. The first regards the 
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treatment of such exotics as are wholly dependent 
upon the artificial atmosphere of bot-liousea : tlie 
second refers to the managemeiit of those hardier 
plants wliicb only require to be preserved in green- 
houses part of tlie year, but during the summer months 
are exposed to the changes of the open air. I shall 
offer a few remarks first on the atmoMphere of a hot- 
house. 

The principal considerations which generally guide 
the management of gardeners in this delicate depart- 
ment are those of temperature; but there are others, 
regarding moisture, which are, I conceive, of at least 
equal importance. The inhabitants of the hot-house 
are all natives of the torrid zone, and the climate of 
this region is not only distinguished by an unvarying 
high degree of beat, but also by a very vaporous at- 
mosphere. Colonel Sabine, in his meteorological 
researches between the tropics, rarely found, at the 
hottest period of the day, so great a difference as 10^ 
between the temperature of the air and the dew-point; 
making the degree of saturation about 730, but most 
frequently 5° or 850 ; and the mean saturation of the 
air could not have been below 910. Now, I believe, 
that if the hygrometer were consulted, it would be no 
uncommon thing to find in hot-houses, as at present 
managed, a difiereuce of 20° between the point of con- 
densation and the air, or a degree of moisture falling 
short of 500. The danger of over-watering most of 
the plants, especially at particular periods of their 
growth, is in general very justly appreciated ; and in 
cousequeuce the earth at their roots is kept in a state 
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comparatively dry; the only supply of moisture being 
commonly derived from the pots, the exhalations of the 
leaves is not enough to saturate the air, and the conse- 
quence is a prodigious power of evaporation. This is 
injurious to the plants in two ways : in the first place, 
if the pots be at all moist, and not protected by tan or 
other litter, it produces a considerable degree of cold 
upon their surface, and communicates a chill to the 
tender fibres with which they are lined. The danger 
of such a chill is carefully guarded against in the case 
of watering, for it is one of the commonest precautions 
not to use any water of a temperature at all inferior to 
that of the hot air of the house ; inattention to this 
point is quickly followed by disastrous consequences. 
The danger is quite as great from a moist flower-pot 
placed in a very dry atmosphere. 

The custom of lowering the temperature of fluids 
in hot climates, by placing them in coolers of wet 
porous earthenware, is well known, and the common 
garden-pot is as good a cooler for this purpose as can 
be made. Under the common circumstances of the 
atmosphere of a hot-house, a depression of temperature 
amounting to 15° or 20°, may easily be produced upon 
such an evaporating surface. But the greatest mis- 
chief will arise from the increased exhalations of the 
plants so circumstanced, and the consequent exhaus- 
tion of the powers of vegetation. The flowers of the 
torrid zone are many of them of a very succulent 
nature, largely supplied with cuticular pores, and their 
tender buds are unprovided with those integuments 
and other wonderful provisions by which nature guards 
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her first embryo productioiiB in more itncertaiii climates. 
Comparatively speaking, they shoot naked into the 
world, and are snited only to that enchanting mildness 
of the atmosphere, for which the whole system of their 
organization is adapted. Id the tropical climates the 
eap never ceases to flow, and sudden clieoks or accele- 
rations of its progress are ns injurious to its healthy 
functions as they are necessary in the plants of more 
varial>le climates to the formation of those hi/hemacula 
which are provided for the preservation of the shoots 
in the winter season. Some idea may be formed of 
the prodigiously increased drain upon the functions of 
a plant arising from an increase of dryness in the air 
from the following consideration. If we suppose the 
amount of its perspiration, in a given time, to be 57 
grains, the temperature of the air being 75°, and the 
dew-point 70°, or the saturation of the air being 849, 
the amount would be increased to 120 grains in the 
same time if the dew-point were to remain stationary, 
and the temperature were to rise to 80°; or in other 
words, if the saturation of the air were to fall to 728. 

Besides this power of transpiration, the leaves of 
vegetables exercise also an absorbent function, which 
must be no less disarranged by any deficiency of mois- 
ture. Some plants derive the greatest portion of their 
nutriment from the vaporous atmosphere, and all are 
more or less dependent upon the same source. The 
Nepenthes dhtillaloiia lays up a store of water in the 
cup formed at the end of its leaves, which is probably 
secreted from the air, and applied to the exigencies of 
the plant when exposed to drought, and the quantity, 
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which is known to vary in the hot-house, is no doubt 
connected with the state of moisture of the atmosphere. 

These considerations must be sufficient, I imagine, 
to place in a strong light the necessity of a strict 
attention to the atmosphere of vapour in our artificial 
climates, and to enforce as absolute an imitation as 
possible of the example of nature. The means of 
effecting this, is the next object of our inquiry. 

Tropical plants require to be watered at the root 
with great caution, and it is impossible that a sufficient 
supply of vapour can be kept up from this source 
alone. There can, however, be no difficulty in keeping 
the floor of the house, and the flues, continually wet, 
and an atmosphere of great elasticity may thus be 
maintained in a way perfectly analogous to the natural 
process. Where steam is employed as the means of 
communicating heat, an occasional injection of it into 
the air may also be had recourse to: but this method 
would require much attention on the part of the super- 
intendent, whereas the first cannot easily be carried to 
excess. 

It is true that damp air or floating moisture of 
long continuance would also be detrimental to the 
health of the plants, for it is absolutely necessary that 
the process of transpiration should proceed ; but there 
is no danger that the high temperature of the hot- 
house should ever attain the point of saturation by 
spontaneous evaporation. The temperature of the 
external air will always keep down the force of the 
vapour; for as in the natural atmosphere the dew- 
point at the surface of the earth is regulated by the 
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cold of the upper regions, so in a bouse the point of 
deposition is governed by the temperature of the glass 
with which it is in contact. In a well- ventilated hot- 
house, by watering the floor in summer, we may bring 
tlie dew-point within 4° or 5° of the temperature of 
the air, and the glass will be perfectly free from mois- 
ture; by closing the ventilators we shall probably raise 
the heat 10^ or 15'', but the degree of saturation will 
remain nearly the same, and a copious dew will quickly 
form upon the glass, and will shortly run down in 
streams. A process of distillation is thus established, 
which prevents the vapour from attitinlng the full 
elasticity of the temperature. 

This action is beneficial witliin certain limits, and 
at particular seasons of the year; but when the exter- 
nal air is very cold, or radiation proceeds very rapidly, 
it may become excessive and prejudicial. It Is a well- 
known fact, but one which 1 believe has never yet 
been properly explained, that by attempting to keep 
up in a hot-house the same degree of heat at night as 
during the day, the plants become scorched ; from what 
has been premised, it will be evident that this is owing 
to the low temperature of the glass, and the consequent 
low dew-point in the house, which occasions a degree 
of drjTiess which quickly exhausts the juices. 

Much of this evil might be prevented by such 
simple and che^p means as an external covering of 
mats or canvass. 

The heat of the glass of a hot-house at night does 
not probably exceed the mean of the external and 
internal air, and taking these at 80° and 40', 20'^ of 
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dryness are kept up in the interior; or a degree of 
saturation not exceeding 528. To this, in a clear 
night, we may add at least 6° for the effects of radia- 
tion, to which the glass is particularly exposed, which 
would reduce the saturation to 434, and this is a 
degree of drought which must be nearly destructive. 
It will be allowed that the case which I have selected 
is by no means extreme, and it is one which is liable 
to occur even in the summer months. Now, by an 
external covering of mats, &c., the effects of radiation 
would be at once annihilated, and a thin stratum of 
air would be kept in contact with the glass which 
would become warmed, and consequently tend to pre- 
vent the dissipation of the heat. But no means would 
of course be so effective as double glass including a 
stratum of air: indeed, such a precaution in winter 
seems almost essential to any great degree of perfec- 
tion in this branch of horticulture. When it is con- 
sidered that a temperature at night of 20° is no very 
unfrequent occurrence in this country, the saturation 
of the air may upon such occasions fall to 120, and 
such an evil can only at present be guarded against by 
diminishing the interior heat in proportion.* 



* During my stay at Berlin, I was informed that one of the 
hot-houses of the Botanical Garden in the neighhourhood of that 
city was constructed with double glass. I was prevented hy several 
unforeseen disappointments from seeing the construction, and making 
such inquiries as might have explained the steps hy which expe- 
rience had been led to the adoption of means which I, being totally 
unaware of the fact, had recommended from theoretical considera- 
tions alone. Upon my return, I found that the existence of such 
houses was totally unknown in this country, and Dr. Lindley 
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By materially lowering the temperature we com- 
municate a check which is totally inconsistent with 
the welfare of tropical vegetation. The chill which is 
instantaneously communicated to the glass by a &11 of 



kindly undertook to ascertain all the particulars from the corre- 
spondents of the Horticultural Society. The following is an 
extract of a letter from Mr. Otto, which he received, in answer 
to his inquiries : — 

"17M March, 1827. 
" In the year 1804 a hot-house with double windows wa* 
erected in the Botanic Garden at Berlin, which completely an- 
swered the purpose expected from it. Since that time most of 
the hot-houses have been built in a similar way, and provided with 
double windows. The main objects in the application of these 
windows are the following, viz. : to save the very laborious task of 
covering and uncovering the windows during rainy or cold weather, 
by means of wooden shutters or mats ; to admit, uninterruptedly, 
the light to the plants — which cannot be the case if the windows 
are covered ; prolection against cold and wet, whereby the drop- 
ping of rain or snowy weather is totally avoided. These would 
be the chief advantages of houses with double windows. On the 
other hand, it cannot be denied, that a great deal of the sun's light 
and warmth is withheld from the plants by the obstruction of the 
sun's rays; and on this account the double windows are applied 
only to larger houses, in which stout and full-grown plants are 
cultivated. In smaller ones, where young plants only are kept, as 
also in forcing-houses for fruit, &c., I do not find them equally 
applicable, because much light and warmth of the sun is lost by 
them. We generally put on the double windows here in Septem- 
ber, on the tropical houses ; but on the conservatories, later in 
November. Those standing in the front are generally put on later, 
and again removed earlier, which is entirely regulated by the stale 
of the weather. The tropical, as well as all New Holland and 
Cape plants, keep extremely well in these houses, and I shall pro- 
bably never follow any other method. Even the 
long on the upper windows, but melts and runs doi 
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rain and snow, and the consequent evaporation from 
its surface, must also precipitate the internal vapour, 
and dry the included air to a very considerable amount, 
and the effect should be closely watched. I do not 
conceive that the diminution of light which would be 
occasioned by the double panes, would be sufficient to 
occasion any serious objection to the plan. The dif- 
ference would not probably amount to as much as that 
between hot-houses with wooden rafters and lights, 
and those constructed with curvilinear iron bars, two 
of which have been erected in the garden of the Hor- 
ticultural Society. It might also possibly occasion a 
greater expansion of the foliage ; for it is known that 
in houses with a northern aspect, the leaves grow to a 
larger size than in houses which front the south. Na- 
ture thus makes an effort to counteract the deficiency 
of light by increasing the surface upon which it is 
destined to act. 

The present method of ventilating hot-houses is 
also objectionable, upon the same principles which I 
have been endeavouring to explain. A communica- 
tion is at once opened with the external air, while the 
hot and vaporous atmosphere is allowed to escape at 
the roof; the consequence is, that the dry external air 
rushes in with considerable velocity, and becoming 
heated in its course, rapidly abstracts the moisture 
from the pots and foliage. This is the more dan- 
gerous, inasmuch as it acts with a rapidity propor- 
tioned in a very high degree to its motion. I would 
suggest, as a matter of easy experiment, whether great 
benefit might not arise from warming the air to a 
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certain extent, and making it traverse a wet surface 
before it is allowed to enter the house. 

There is one practice universally adopted by gar- 
deners, which 18 confirmatory of these theoretical 
speculations, namely, tliat of planting tender cuttings 
of plants in a hot-bed, and covering them with a 
double glass. Experience has shown them that many 
kinds will not succeed under any other treatment. 
The end of this is obviously to preserve a saturated 
atmosphere ; aud it affords a parallel case to that of 
Dr. Wells, of the anticipation of theory by practice. 

Tlie effect of keeping the floor of the hot-house 
continually wet has been already tried at the So- 
ciety's garden, at my suggestion, and it has been found 
that the plants have grown with unprecedented vi- 
gour: indeed their luxuriance must strike the most 
superficial observer. 

To the human feelings the impression of an atmo- 
sphere BO saturated with moisture is very different 
from one heated to the same degree without this pre- 
caution ; and any one coming out of a house heated in 
the common way, into one well charged with vapour, 
cannot fail to be struck with the difference. Those 
who are used to hot climates have declared thot the 
feel and smell of the latter exactly assimilate to those 
of the tropical regions. 

But there is a danger attending the very success of 
this experiment, which cannot be too carefully guarded 
against. The trial has been made in the summer 
months when the temperature of the external air has 
not been low, nor the change from day to night very 
H2 
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great. In proportion to the luxuriance of the vegeta- 
tion, will be the danger of any sudden check ; and it 
is much to be feared, that, unless proper precautions 
are adopted, the cold, long nights of winter may pro- 
duce irreparable mischief. 

I am aware that a great objection attaches to my 
plan of the double glass, on account of the expense ; but 
I think that this may appear greater at first sight than 
it may afterwards be found to be in practice. It is 
however, at all events, I submit, a point worthy of the 
Horticultural Society to determine; and if the sug- 
gestion should be found to be effective, the lights of 
many frames, which are not commonly in use in win- 
ter, might, without much trouble, be fitted to slide 
over the hot-houses during the severe season ; and in 
the spring, when they are wanted for other purposes, 
their places might be supplied at night by mats or 
canvass. 

The principles which I have been endeavouring to 
illustrate should be doubtless extended to the pinery 
and the melon-frame, in the latter of which a saturated 
atmosphere might be maintained by shallow pans of 
water. An increase in the size of the fruit might be 
anticipated from this treatment, without that loss of 
flavour which would attend the communication of water 
to the roots of the plants. 

I have but few additional observations to offer 
upon the artificial climate of a green-house. The re- 
marks which have been made upon the atmosphere 
of the hot-house are applicable to it, though not to the 
same extent. The plants which are subject to this 



culture Beldoni require an artificial temperature greater 
than 45° or 50^ aud few of them would receiYe injury 
from a temperature ao low as 35". When in the house 
they are effectually sheltered from the effects of direct 
radiation, which cannot take place through glasa : but 
the glass itself radiates very freely, and thus commu- 
nicates a chill to the air, which might effectually be 
prevented by rolling mats. With this precaution, fire 
would be but rarely wanted in a good situation, to 
communicate warmth. But in this damp climate it 
may be required to dissipate moisture. The state of 
the air should be as carefully watched with this view, 
as where a higli temperature is necessary, to guard 
against the contrary extreme. Free transpiration, aa 
I have before remarked, is necessary to the healthy 
progress of vegetation, and when any mouldiness or 
damp appears upon the plants, the temperature of the 
air should be moderately raised, and free ventilation 
allowed. When tlie pots in the proper season are 
moved into the open air, it would contribute greatly 
to tlieir health and preserve them from the effects of 
too great evaporation, to imbed them well in mose or 
litter: as a substitute for this precaution, the plants 
are generally exposed to a northern or eastern aspect, 
where the influence of the sun but rarely reaches 
them, but which would be very beneficial if their roots 
were properly protected. The advantage of such a 
protection may be seen when the pots are plunged 
into the soil, a method which communicates the 
greatest luxuriance to the plants, but unfits them to 
resume their winter stations. 
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When a green-hoase k made use o^ as it often 
is, after the remoTal of the pots, to force the Tuie, the 
Mune precaations should be attended to as in the 
management of the hot4ionse» and the elasticity of the 
Tapoor shonld be maintained bj wetting the floor; 
but after a certain period a great degree of diyness 
shonld be allowed to prevail, to enable the tree to 
ripen its wood, and form the winter protection for its 
bnds. In this its treatment differs from that of the 
tropical plants, which require no. such change^ and to 
which, on the contrary, it would be highly detrimen- 
tal* The same observation applies to forcing-houses 
for peaches^ and other similar kinds of trees. As soon 
as the fruit is all matured they should be freely ex- 
posed to the changes of the weather. 

Upon an attentive consideration and review of the 
subject, it appears to me certain that a frequent con- 
sultation of the indications of the hygrometer is quite 
as necessary to the horticulturist as of those of the 
thermometer; and it is not unworthy of the consi- 
deration of the Horticultural Society whether correct 
registers of the state of the climate, both in their, 
houses and out of doors, and a connected series of ex- 
periments upon the modifications of which it is suscep- 
tible, might not contribute something to the perfection 
of that art, which they are making such honourable 
exertions to perfect and communicate. 

To me it will be a source of great satisfaction if 
any observations which I have made, or may make, 
upon tlio subject of climate, should prove at all instru- 
mental in forwarding their important views. 
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[The following: remarks, extracted from an article 
by Professor Lindley, in the Gardeners' Chronide, of 
March 1, 1845, published only a fortnight before the 
death of Professor Daniett, will show the great prac- 
tical value of the euggestions contained in the preced- 
ing Essay : — 

" It is the good managemeDt of the atmosphere of glass-houses 
tliat has, more than any other thing, changed the aspect of the 
plants within them. It is to the careiiil and diligent application, 
by clever practical men, of the principles explained in the jear 
1824 hy Professor Daniell, that we mainly owe our superiority to 
our prcdeceBSors. At the time when that important document vraa 
printed there was not one gardener in a hundred who remembered 
that the atmosphere contained any water at all ; not one in a thou- 
sand who was aware that the quantity floating in it could be 
actually measured, and read off, like temperature by a thermome- 
ter scale; not one in ten thotu&nd who considered that the hcaltbi- 
neSB of a plant depended essentially upon the relative amounts of 
atmospheric moisture, light, and temperature, and the peculiar 
condition of the plant exposed to them. If plants were flagging, 
the roots were watered ; if some very particular cause appeared to 
call for it they were syringed, and that was all. We are old 
enough to remember the surprise that was felt at the results ob- 
tained when the practice of steaming plants was first resorted to. 
The opinion then was that it was the ivarmlh of the vapour that 
produced so beneficial an effect. 

"But Sir. Daniell taught the gardening world that the amount 
of moisture permanently surrounding plants is of the very first 
importance. He showed them the folly of hoping to keep in health 
a tropical vegetation naturally accustomed to an atmosphere almost 
saturated with moisture, by surrounding it with air not holding in 
suspension half that amount of water. He pointed out the impos- 
sibility of obtaining a command of atmospheric moisture by water- 
ing the roots; he showed, by the unquestionable evidence of the 
hygrometer, that what was in those days called a moiit air was in 
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truth a yexy dry one ; that our feelings are not to be depended upon 
in Buch a matter ; and that hjgrometrical instruments alone could 
determine whether the climate provided for plants was suitable or 
unsuitable to the plants exposed to it. 

^ In those dajs, when the hygrometer was first brought into 
use, what was called a damp atmosphere was frequently seen to 
indicate a degree of moisture fidling short of 500, saturation being 
represented by 1000; and it was found that 120 was not uncom- 
mon—a state of things sufficient to impair the vitality of the most 
Tigoroua vegetation. These important statements brought into use 
the practice of abstaining from root-watering and the deluging of 
pathways, walls, and other evaporating surfaces. To this succeeded 
evaporating pans ; and lastly, the tank system has been brought 
into action : each step being in advance of its predecessor. 

^ Besides the circumstances now mentioned, a number of minor 
questions were discussed by Mr. Daniell in the paper already re- 
ferred to. Gkurdeners of quick apprehension immediately began to 
act in accordance with the philosophical views therein enunciated ; 
the more ignorant and dull-witted copied them ; and thus, by de- 
grees, with the aid of twenty years' experimenting, the EInglish art 
of managing artificial climate has been established. For that we 
are indebted to Mr. Daniell ; and we strongly advise all who have 
the means, to study his paper with much diligence. They will 
still find it a store-house of valuable facts and still more valuable 
suggestions, one of which, as yet but little acted on, we shall take 
an early opportunity of pressing upon public consideration." J 
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By offering tbe foUowiDg remarks upon meteorological 
instrumentB, I would not wish it to be supposed tliat 
I claim, for the observations which I have hitherto 
recorded, a greater degree of precision than attention 
to the usual precautions has been sufficient to confer : 
but in the course of ray experiments, the necessity of 
much greater care and method has become strongly 
impressed upon my mind, and I think that it may not 
bo wholly without its use, to indicate some measures 
which the result of my experience suggests, as likely 
to ensure that degree of perfection, of which the 
science of meteorology is doubtless susceptible, I have 
little of novelty to offer upon the subject ; but if, by 
repeating well-known observations, I can contribute 
to excite that attention to them wliich is absolutely 
necessary to success ; if the numerous observers of at- 
mospheric phenomena may possibly be thus engaged 
to that strict co-operation, which alone can prevent 
their daily laboura from proving abortive, a great and 
important object will be attained. 

Much of my attention has lately been given to the 
manufacture of barometers. The Committee of the 



262 



ON THE CONSTRUCTION 



Royal Society, appointed to take into conaideration 
the state of the meteorological instruments, did i 
the honour to request that I would attend to the con- 
Btructioa of a new harometer for their apartments ;j 
and as, in the course of the close attention which 1 
paid to the most minute details, I had occasion to ' 
make many practical remarks, I cannot, I think, do 
better than here introduce the account of the process 
vhich I had prepared for the Society. 

In the course of the experiments I was led to a 
new method of filling the tube, which I flatter myself 
may prove generally useful, and tend, by the facilities 
which it affords, to the perfection of the instrument. 

Previous to commencing the operation, some expe- 
riments were undertaken to ascertain the practicability 
and effect of introducing the metal, after the air had 
been abstracted, as nearly as possible, by means of an 
air-pump, and the mercury and interior surface had 
been exposed to the desiccating influence of a large 
surface of sulphuric acid. For this purpose a barome- 
ter tube was fitted with a stop-cock, which was screwed 
into the under surface of a pump-plate ; on the upper 
surface stood a glass dish, perforated in the centre, and 
containing the acid. In this was placed a stand with 
glass legs, which received a funnel, the stem of which 
being drawn out into a capillary tube, passed down 
into the mouth of a small paper cone, resting upon the 
tube. The aperture at the upper part of the stem was 
closed by an iron plug, ground to fit, between which 
and the capillary opening was placed some cotton. 
The glass funnel was filled with clean mercury, care- 




fully boiled, and many times filtered, and the whole 
was covered with a glass receiver. Through a collar 
of leather, in the upper part of the receiver, passed an 
iron rod. which moved freely up and down, and fitted 
into a screw in the plug before mentioned, by which 
means it could be drawn up and replaced, at pleasure. 
The apparatus being thus arranged, the pump waa 
worked, and the air exhausted from the receiver and 
tube. Air was at first given off from the surface of 
the acid in abundance, and a few bubbles passed up 
from between the mercury and the glass; but none 
appeared upon the surface of the mercury. When the 
rarefiaotion had been carried as far as possible, the 
siphon-gauge stood at about half an inch. The iron 
plug was carefully withdrawn, and the mercury began 
to trickle very gradually into the tube. In its fall it 
was broken into smalt globules, many of which ad- 
hered to the sides of the glass ; and, notwithstanding 
the utmost precaution and frequent repetitions of the 
experiment, the column of mercury, as it rose, con- 
tained very minute cavities, which decreased in size as 
the weight increased ; and when the pressure of the 
atmosphere was restored, were only discernible upon 
very close examination. When the air was again ex- 
tracted, they returned to their formet size, and again 
diminished upon its restoration. The difficulty of 
getting rid of these cavities appears to me to arise 
chiefly from their form; for the mercury, assuming the 
shape and properties of a dome round the bubble, re- 
sists a degree of pressqre which would otherwise cause 
it to mn together. 
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To avoid this mechanical action of the fall of the 
mercniy, the apparatus was varied as follows: — ^A 
small tube was passed down to the bottom of the 
barometer-tube, and was fastened at the top by a 
piece of cork, to prevent its coming in contact with 
the sides. The lower aperture had been lessened, and 
the small paper funnel was inserted into the upper 
end. The exhaustion having been made as before, 
the mercury was allowed to trickle down the interior 
of the inner small tube, from the bottom of which it 
issued slowly; and gradually rose in the larger, in 
perfect and uninterrupted contact with the glass. 
When the tube was full, the air was let into the 
receiver, and the tube detached from the plate. To 
prevent the possibility of the disengagement of any 
particles of air, which might be entangled in the mer- 
cury of the small tube, its orifice was hermetically 
sealed by a lamp, and the tube itself full of mercury, 
carefully withdrawn from the large one. The closest 
examination, with a microscope, of the barometer-tube 
so filled, failed to detect the minutest air-bubble, and 
the surface everywhere was as resplendent as that of 
the most perfect mirror. The application of heat pro- 
duced no alteration in this appearance, nor any traces 
of either air or moisture. The small tube, upon in- 
spection, was found to contain very minute and scarcely 
visible specks, like those of the tubes filled in the first 
method; but these were, of course, diminished in 
quantity, in proportion to the diminution of the tube 
in which they were formed. 

The success of this experiment was so great, that, 




in any common case, it would ecarcely have been 
thought necessary to subject the barometer to the 
troublesome and hazardous process of boiling the mer- 
cury ; hut upon this occasion it was resolved that no 
possible precaution should be omitted. 

The tube which was selected for the Society's baro- 
meter is 33| inches long, its exterior diameter 0-86 
inch, and the diameter of its bore O'oSO inch. 

These measures were taken at the upper extremity, 
and it is very regular for 14 inchea, but enlarges a 
little from that point downwards. It is ground flat at 
the lower end. 

Many tubes were destroyed, after all the trouble 
bestowed upon their mensuration and filling, by the 
after-process of boiling, which, in tubes of such large 
capacity, was found to be very troublesome and 
hazardous, and required the glass to be of a red-heat. 
The above diraenaions are those of the barometer now 
complete. 

The cistern is turned in well-seasoned mahogany, 
and there is a small cavity in its bottom to receive the 
end of the tube, whicli rests upon it : a groove com- 
municates with the cavity, to ensure the free passage 
of the mercury. By means of the float in front, the 
level may be very accurately taken. Fifty inches, 
measured in the upper part of the tube before it was 
sealed, in four equal proportions, raised the float 
exactly half an inch ; the correction, therefore, for the 
capacity of the cistern, is rJoth. 

The cistern being accurately levelled, and the tube 
and thermometer both in their places, the quantity of 
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mercury was adjusted to the upper edge of the black 
line on the stem of the float : a card gauge of nearly 
the diameter of the cistern was then fitted to slide upon 
the tube, which was fixed perpendicularly in its place. 
The lower edge of the gauge was made to coincide 
with the surface of the mercury on, both sides, and at 
its contact with the glass, two distinct marks were 
scratched upon the tube. From these marks, twenty- 
nine inches were measured off by a brass dividing 
engine, which was formerly the property of the late 
Mr. Cavendish, and at that distance another distinct 
mark was made. The utmost care was taken to read 
off these distances by means of lenses, and the tempe- 
rature of the scale, the glass, and the mercury, was 54°. 
It being deemed too hazardous an experiment to 
attempt to boil, at once, so large a body of inercuiy as 
would be contained in a tube of this capacity, it was 
resolved to perform the operation in two portions, and 
under the diminished pressure produced by an air- 
pump. Accordingly, seventeen inches of mercury 
were introduced into the tube with all the precautions 
above described. During the exhaustion, no air was 
disengaged from the mercury, care having been taken 
to fill the funnel without agitation. The contact with 
the glass, while the siphon gauge of the pump stood at 
•4 in., was perfect, and the appearance of the tube 
when detached as bright and compact as could be 
wished. The air was again exhausted, and by means 
of a stop-cock, the vacuum preserved. The tube was 
then gradually heated before a fire, and the boiling, 
afterwards, cautiously begun over a large spirit-lamp. 





The upper part of the column was first strongly lieated, 
and when it had arrived at the point of ebullition, the 
boiling was slowly continued downwards. When it 
had reached the bottom, it was again as gradually con- 
ducted to the top. The bubbles of vapour freely 
passed, with the assistance of a slight degree of agita- 
tion, from one end of the column to the other; and 
very bright flashes of green light accompanied their 
extrication. One minute globule of air alone was de- 
tected during the heating, notwithstanding the dimi- 
nished pre.s8ure, and this was readily extricated ; and 
there was not the slightest condensation of moisture 
visible in the cold portion of the tube. 

The cooling was conducted with all the precautions 
used in beating; and to allow the mercury to resnme 
the temperature of the air, the completion of the pro- 
cess was deferred till the next day. After fifteen 
hours' repose, upon opening the stoj>-cock, the ex- 
haustion was found to have been perfectly maintained : 
the apparatus was again arranged, the small tube being 
made just to touch the surface of the mercury in the 
larger. A quantity of mercury was then introduced 
as before, which was found after the interior tube had 
been withdrawu, to amount to twelve inches and a 
half. The appearance was as perfect as in the first 
operation, except that two or three very minute specks 
appeared at the junction of the two portions. These 
scarcely- visible air-bubbles had probably been intro- 
duced in extracting a very small particle of cement, 
which had fallen down; the rod with which this was 
done having been passed about ^th of an inch beluw 
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the surfece of the mercury. They disappeared under 
atmospheric pressure. The whole length of the mer- 
curial column was now twenty-nine inches and a half, 
leaving only three inches and a half of the tube un- 
occupied, which was deemed but barely suflBcient to 
prevent the communication of the heat melting the 
cement and destroying the exhaustion. When the air 
was abstracted, the junction was again just discernible. 
The boiling was begun as before from the top, and 
carried downwards to about two inches below the 
union of the two portions. The little air-bubbles were 
visibly expanded and easily passed up: the boiling 
was continued for a considerable time, and large bub- 
bles of mercurial vapour, accompanied with bright 
green light, freely traversed the whole column. The 
tube was then suffered gradually to cool. Its appear- 
ance was compact and bright : a very slight haziness 
or discoloration was observable at the junction, but 
not the slightest indication of air even under ex- 
haustion. No precipitation of moisture was percept- 
ible in the cool portion of the tube. 

It was the original intention to have completed 
the filling of the barometer, by boiling the remaining 
three inches and a half; but, upon consideration of all 
the circumstances, and especially of the necessity there 
would be of performing this under atmospheric pres- 
sure, it was concluded not again to expose the tube to 
so much risk. The column already boiled comes with- 
in the range of the atmospheric oscillations, and the 
utmost care was taken in filling the remainder, as 
before, in vacuo. The last portions of mercury were 
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introduced hot, and the whole was left for forty-eight 
hours, to take the temperature of the air. The tube 
was then carefully inverted in the cistern ; but the 
mercury, notwithstanding its great body, did not de- 
scend till after it had received two or three smart con- 
cussions. This, I believe, to be the most certain proof 
of the complete displacement of every particle of air. 
The adjustments of the scale, with its nonius to the 
upper mark upon the tube, and of the quantity of 
mercury in the cistern to the line upon the float, were 
now easily made, and the instrument was flxed in its 
proper situation. Whenever the mercury vibrates in 
the tube, a beautiful green light flashes through the 
vacuum, and the crackling sound of electric excitation 
is heard when the finger is presented to it. Electric 
attraction and repulsion are also exhibited by present- 
ing a piece of gold leaf to its influence. 

Everything has been studied in this instrument to 
render accuracy attainable, with as little trouble as 
possible to the observer. The diameter of the tube 
renders the correction for capillary action almost 
unnecessary ; the correction for the capacity of the 
cistern has been contrived to be Tooth of the result 
above or below the neutral point, 30'576 ; and a 
scale is engraved upon the front, of the correction to 
be applied for the expansion of mercury and mean 
dilatation of glass; by which the observation maybe 
at once reduced to the standard temperature of 32°. 
A small thermometer in front of the instrument dips 
into the mercury of the cistern. The specific gravity 
of the mercury employed was carefully ascertained at 
S2 
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the Royal Institution, by Mr. Faraday. The tempe- 
rature of the metal and the water were both 40°, and 
1000 grains of the former displaced 73*4 grains of the 
latter: hence ^ = 13-624. 

One of my chief objects during these experiments 
has been to ascertain the agreement of different baro- 
meters made with equal care and independently gra- 
duated, after all the necessary corrections have been 
made for accidental differences. I, therefore, attended 
particularly to the construction of a mountain baro- 
meter for my own use, which was filled in vacuOy and 
afterwards boiled. After the process, the tube was 
perfect in appearance, the mercury adhered when 
reversed, and the electric light was very visible. The 
graduation was made with every care from the surface. 
The interior diameter of the tube is 0*15 inches, and 
the correction for the capacity of the cistern 4^, the 
neutral point 30*180. I shall here give the details of 
three separate comparisons of these two instruments. 

Royal Society's Barometer. Mountain Barometer. 

30-576 Temp, of Mercury 50°. 30526 Temp, of Mercury 50°. 
— 047 Correction for Temp. — '047 Correction for Temp. 



30-529 30-479 

+ -006 Capillary Action. + '088 Capillary Action. 



30-535 30-567 
+ -009 Capacity of Cistern. 

30-535 30-576 
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Royal Sooiety'k Buometar. 

29-872 Temp, of Mercury 64^. 
— -007 Capacity of Cistern. 



29-865 

- -082 Temp, of Mercury. 



29-783 

+ '006 Capillary Action. 



29-789 



Movntaiii Barometflr. 

29-849 Temp, of Mercury 1KP. 
— '008 Capacity of Cistern. 



29-841 

- -098 Temp, of Mercury. 



29-743 

+ -088 Capillary Action. 



29-831 



29-756 Temp, of Mercury 63°. 

— -008 Capacity of Cistern. 

29-748 

- 078 Temp, of Mercury. 



29-670 

+ -006 Capillary Action. 



29-676 



29*742 Temp, of Mercury 72°. 

— -010 Capacity of Cistern. 

29-732 

— -102 Temp, of Mercury. 

29-630 

+ *088 Capillary Action. 



29-718 



The results of these comparisons disappointed me 
at first, as I had been induced to expect a much 
nearer accordance, after all the pains that had been 
taken. Upon reflection, however, I am inclined to 
think that the apparent discordance is in favour of 
the instruments, and that the difference points to an 
error in one of the corrections which has been over- 
looked. In the first place, it will be remarked that 
the difference '040 inch is constant, and its cause, 
therefore, is probably to be sought in the only constant 
correction, namely, that for capillary action. The 
quantities allowed have been taken from Dr. Young's 
Table* of the depression of mercury in barometer- 



YouNo's Natural PhUosophy^ vol. ii. p. 669. 
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tubes, wliidi wbb olcnlaced firom experinKnts. Bot 
tbeee ezperimaits weie made widi tubes in which the 
merraiT hid mot been pieTioiislT boiled, and a little 
eonadeiadon wiD be snffirient to dio v that the resolts 
nnut have been ¥err nnirh inlhieneed bT this ciirom- 



The phenomena d eapiHarr defwession depend 
npon the balance d the attraction d the particles of 
the floid fw each othei; and for the solid of which 
the tnbe is composed. The attracdMi of mevcarr for 
glasa is weD known to increase as the contact becomes 
more perfect ; and, indeed, all the phenomena attending 
the boiling of a barometer-tnbe prore that this is the 
case. The depression in a tnbe» firom whidi the air 
has been thorooghlj expelled, most therefore neces- 
sarily be leas than in cme which has been filled with- 
out this precaution. 

Professor Casbois^ of Metz, long ago remarked, 
that the depression of mercury in tubes of glass de- 
pended upon the imperfection of the contact; and 
M. de Luc, speaking of the same fact, observes — 
^ MM. Cassini de Thury et Le ^lonnier employerent 
des tubes de differens diametres, et cependant ils ne 
trouverent les differences dont parie yi. de Plantade 
que dans les tubes que n'avoient pas ete charges 
au feu*.** 

The comparison above made would seem to indi- 
cate, that the depression is decreased one-half by 
boiliugf and by diminishing the correction accordingly, 



* De Lrc, Rtvkerckes sur t Atmosphere^ torn. i. p. 96. 



the two instruments exactly agree. By a comparison 
of several others, this estimate is greatly confirmed ; 
aiid I have lately had an opportunity of putting it to 
a decisive test. Colonel Sabine, before his departure 
for the North Seas, requested me to assist at an 
examination of his barometers : two were of the 
mountain construction, with iron cisterns, by Newman; 
and one was a marine barometer, by Jones. They had 
all been independently graduated from the surface of 
the mercury, and boiled. The interior diameters of 
the two first were '15 inch, and the correction for the 
capacities of the cisterns -^jth. The diameter of the 
last '31 inch, and the correction for the cajtacity of 
the cistern -rith. The neutral points of the three 
were the same, viz., 30'400. 

The following is the comparison of the three in- 
struments with the one which had been already com- 
pared with that of the Royal Society. The latter I 
shall call 1 ; the two other mountain barometers, 2 
and 3, and the marine barometer, 4. The heights are 
the means of four observations, taken independently 
by different observers, who never differed more than 
■005 inch. 



No. 3. No. 4. 



3019371'! 



301835 301688 301006 30J750 
+ -0880 + -0880 + 0800 + -0280 1 ' 



30-2715 30-2568 30-2i 




ON THE CONSTRUCTION 
Second Compabison. 



No. 1. No. 2. No. 3. No. 4. 

301130 30-1045 30inf!7 301202 
-OOlf) --0054 -0052 -0254 



30-1 114 
+ ■0880 



300991 301035 300948 
+ 0880 +-0880 +0200 




301994 30187J 30 1915 301228 

It will be observed, that the three mountain baro- 
meters agree very closely togetlier, the greatest differ- 
ence from their average height being -008 inch, while 
the (iiflepence of the marine barometer from the same 
height is, in the first compariaon, -062 inch, and in the 
second -070 inch. If, however, we substitute half the 
correction for the capillary action, as in the ease of 
the Royal Society's barometer, the difference is de- 
creased one-half. 

No. J. No. 2. No. 3. No. 4. 
30-1835 301688 SOlSOti 301750 
+ ■0440 +-0440 +-0440 + ■OHo{ TX"^',!™ *" 

30-2275 30-2128 302246 301890 



30-J114 
+ 0440 



300948 

+ -01 40 nAirthi}(-D 



301554 301431 30 1475 30 1' 



The remaining discrepancy, I iiave some reason for 
believing, is in the measurement of the neutral point 
of the marine barometer. 

Thus we see that the application of half the cor- 
rection for capillary depression, derived from experi- 
ments upon unboiled tubes, is most applicable to 
boiled barometers ; and from its application to tubes 
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of the greatly-differing diameters, *53 inch, '31 inch, 
•15 inch, we may pretty safely conclude, that the pro- 
position is universal. 

The following Table gives the results of the expe- 
riments of Lord Charles Cavendish upon capillary 
depression, the correct calculation of the same by Dr. 
Young, and the probable amount in boiled tubes : — 

Table XXXIX. Correction to be applied to Barometers for 

Capillary Action. 



Diameter of 






Amount in 


Tube. 


CATendish. 


Yopig. 


Boiled Tubee. 


Inch. 


Inch 


Inch. 




•60 


•005 


•0045 


•002 


•50 


•007 


•0074 


•003 


•45 




•0100 


•005 


•40 


•015 


•0139 


•007 


•35 


•025 


•0196 


•010 


.30 


•036 


•0280 


•014 


•25 


•050 


•0404 


•020 


•20 


•067 


•0589 


•029 


•15 


•092 


•0880 


•044 


•10 


•140 


•1424 


•070 



During my experiments upon the filling and boil- 
ing of the barometer-tubes, my attention was particu- 
larly directed to the assertion of Sir Humphry Davy*, 
that " there is great reason to believe that air exists in 
mercury, in the same invisible state as in water, that 
is, distributed through its pores;" and to the dis- 
heartening fact, (if proved,) that absorption of air 
"may explain the difference of the heights of the 
mercury in different barometers; and seems to indi- 

♦ Phil. Trans. 1822, p. 74. 
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cate the propriety of reboiling the mercury in these in- 
struments, after a certain lapse of time." It is with 
much diffidence that I am compelled to differ from the 
high authority of the President upon this interesting 
point: but there is one observation which I made, 
which, I think, nearly disproves the supposition. All 
fluids, which are known to absorb air into their pores, 
invariably emit it when the pressure of the atmosphere 
is removed : but, upon an attentive examination of large 
bodies of mercury, variously heated in the vacuum of 
an air-pump, I never saw a bubble of air given off from 
the surface of the metal. Air will rise from the con- 
tact of the mercury with the glass in which it is con- 
tained, in exact inverse proportion to the care with 
which it has been filled, but it never rises from the sur- 
face of the mercury alone. The difficulty of properly 
filling a barometer-tube, I attribute to the attraction 
between the glass and the air, not to that between the 
mercury and air ; and I believe that air will insinuate 
itself a little way between the glass and the metal at 
the exposed end of a boiled tube, but that this cannot 
happen if the end be plunged in mercury ; and, conse- 
quently, that no deterioration of barometers is to be 
apprehended from this cause. Such a deterioration, 
indeed, if it had existed, must, long ago, have been 
detected from the instruments themselves ; for, al- 
though the register of the Royal Society is not in such 
a state as to enable any one to reason upon its con- 
clusions, that of the Royal Observatory of Paris, and 
some others, must have disclosed the fact. 

Witli respect to the method of filling a barometer- 
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tube in vacuo, recommended above, I have little doubt 
that it is as accurate as the method of boiling, if per- 
formed with proper care, and it is infinitely less 
troublesome and hazardous. The electric light is as 
strong in the tube, and its appearance is in every way 
as perfect. There is, however, one precaution which 
it is proper to take, viz., to boil about an inch of mer- 
cury in the lower end of the tube, as this will prevent 
that concussion of the metal in its Ikll, wbicht break- 
ing it into globules, is apt to entangle any of the 
residual air. At all events it will be a great improve- 
ment upon the common method, which merely consists 
in ])assing a large bubble of air up and down the tube, 
to collect together the smaller particles which adhere 
to the glass. 

Indeed it is high time that more attention should 
be paid to the construction of meteorological instru- 
ments in general. The generality of observers are 
little aware of the serious inaccuracies to Mhich they 
are liable. In the shops of the best manufacturers 
and opticians I have observed that no two barometers 
agree; and the difference between the extremes will 
often amount to a quarter of an inch: and this, with 
all the deceptive appearance of accuracy which a 
nonius, to read off to the five hundredth part of an 
inch, can give. 

The common instruments are mere play-things, 
and are, by no means, a])plicable to observations in 
the present state of natural philosophy. The height 
of the mercury is never actually measured in them, 
but they are graduated one from another, and their 
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errors are thus unavoidably perpetuated. Few of 
them have any adjustment for the change of level in 
the mercury of the cistern, and in still fewer is the 
adjustment perfect : no neutral point is marked upon 
them, nor is the diameter of the bore of the tube 
ascertained : and in some the capacity of the cisterns 
is perpetually changing from the stretching of a 
leathern bag, or from its hygrometric' properties. Nor 
would I quarrel with the manufacture of such play- 
things ; they are calculated to afford much amusement 
and instruction ; but all I contend for is, that a person 
who is disposed to devote his time, his fortune, and 
oftentimes his health, to the enlargement of the 
bounds of science, should not be liable to the disap- 
pointment of finding that he has wasted all, from the 
imperfection of those instruments, upon the goodness 
of which he conceived he had good grounds to rely. 
The questions, now of interest to the science of 
meteorology, require the measurement of the five 
hundredth part of an inch in the mercurial column ; 
and, notwithstanding the number of meteorological 
journals, which monthly and weekly contribute their 
expletive powers to the numerous magazines, journals, 
and gazettes, there are few places, indeed, of which 
it can be said that the mean height of the barometer 
for the year has been ascertained to the tenth part of 
an inch. The answer of the manufacturer to these 
observations is, that he cannot afford the time to per**^ 
feet such instruments. Nor can he, at the price 
which is commonly given ; for few people are aware 
of the requisite labour and anxiety. But who would 



OF THE BAROMETER, ETC. 269 

grudge the extra remuneration for such pains? Not 
the man who is competent to avail himself of its 
application. Let the manufacturer of play-things 
continue, but let there also be another class of in- 
struments which may rival in accuracy those of the 
astromomer. 

It will, no doubt, be a part of the plan of the 
Committee of the Royal Society to establish a 
standard barometer, and to afford every facility of 
comparison with it; so that any person, for scien- 
tific purposes, may have an opportunity of verifying 
an instrument: and it is to be hoped that they may 
proceed one step further, and take measures for ascer- 
taining the agreement of the instruments at all the 
principal observatories, not only in this country, but 
in other parts of the world. 

Nor is it in the construction of barometers only 
that the meteorologist has to complain of that want 
of accuracy which is so essential to the progress of 
his science : the same carelessness attends the manufac- 
ture of the thermometer. Few people are aware that 
they are all, even those which bear the first makers* 
names, made by the Italian artists, who graduate 
them from one another, and never think of verifying 
the freezing and boiling points. The bulbs are all 
blown with the mouth, and very little attention is 
paid to the regularity of the tube. The register 
thermometers particularly, are shamefully deficient. 
Those of Six's construction are often filled with some 
saline solution instead of alcohol ; and in the best, the 
spirit is not exposed long enough in vaciiOy to disen- 
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gage the air with which it is mixed. The consequence 
is» that it is liable to become liberated, and, of course, 
interferes with the results. The original directions of 
the inventor have also been departed from, as to the 
proportions of the different parts, and as to the con- 
struction of the indices. 

Those upon Rutherford's plan are universally 
sealed with air in their upper parts, which acts as 
a spring against the expansion of the column. The 
iron index of one is liable thereby to become oxidated, 
and adheres to the glass, when the mercury passes it, 
and it becomes entangled; while the spirit of the 
other being unavoidably mixed with air, when the 
pressure is decreased by cold it is disengaged. The 
air may be again dissolved by increasing the pressure 
before a fire, and passmg the bubble backwards and 
forward, and, in a state of solution, it does not appear 
to interfere with the equability of the expansion. 
This, however, is not certain ; and, at all events, it is 
liable to re-appear, and is very troublesome. These 
imperfections are, by no means, necessary conse- 
quences of the construction of the instruments, 
although the makers are very willing that they should 
be so considered ; but it requires great care and atten- 
tion to guard against them. The general mounting of 
the meteorological thermometers is exceptionable in 
every way ; buried as they are in a thick mass of wood, 
and covered with a clumsy guard of brass, they can but 
very slowly follow the impressions of atmospheric tem- 
perature. 

The establishment of a perfect standard thermo- 



meter, wliich shall be accessible to all who may wish 
to consult it, will also, doubtless, be another object of 
the Committee of the Royal Society. 

With respect to the change in the freezing point, 
whioli takes place in time in the best thermometers, 
I have lately had an unexceptionable opportunity of 
confirming the assertions of the French and Italian 
philosophers. Mr. Jones has obligingly put into my 
hands two thermometers of the late Mr. Cavendish, 
which have evidetnly been constructed with much 
care. The mercury in the balls of both flows freely 
into the tubes when reversed ; and when suftered to 
fall sharply, strikes the ends with a metallic sound. 
The same click may be heard in the bulbs when it 
is permitted to fall back, and the cavity closes with- 
out the slightest speck*. They are mounted upon 
common deal sticks, and the graduation, which is 
only continued for a few degrees about the freezing 
point, is engraved upon a small slip of brass. The 
degrees are very large, and tliey are distinctly divided 
into tenths. Each degree of No. 1, occupies a space 
of -208 inch, and of No. 2, -130 inch. The scratch 
upon the glass for the freezing point is very visible in 
both. It is diflicult to say for what purpose they were 
originally made, but evidently for some experiments 
upon the freezing point of water; and if they had 
been expressly constructed to verify the present point, 
they could not have been better contrived for the pur- 
pose. The bulbs of both were plunged into pounded 
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ice, in which they were left for half an hour, and the 
height of the mercury was carefully taken by two 
observers with the aid of magnifying glasses. The 
result of the examination was, that in No. 1 the 
freezing point upon the scale was 0*4° too low, and in 
No. 2, 0-35°. There can be little doubt, I think, that 
the right cause of the phenomenon has been assigned, 
viz., the change of form and capacity which the glass 
undergoes from the pressure of the atmosphere upon 
the vacuum of the tube. 

But attention to tjje perfection of instruments 
will be all in vain, without a proper degree of care 
and system in making and recording the observations. 
Observers would render a much greater service to 
science by devoting less of their time to the actual in- 
spection of their instruments, and more to applying the 
proper corrections. If the meteorologist plead want 
of leisure, instead of daily observations, let him record 
the atmospheric changes of every second or third day, 
but let what he does record be correct. The proper 
hours of the day for observation are indicated by the 
barometer: the maximum height of the mercurial 
column is about 9 a.m., the mean at 12, and the mini- 
mum at 3 P.M. If a person have time to make three 
observations in the day, these are the hours which he 
should select : if circumstances only allow of his ob- 
serving twice, 9 A.M. and 9 p.m. are the proper periods : 
if only once, noon is the time. These fortunately 
happen to be, probably, the most universally conve- 
nient hours that could have been selected. In national 
observatories it would not be too much to expect that 
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observations at 3 a.m. should be added to the pre- 
cediug. Even tbnse who merely consult the barometer 
as a weather-glass, would find it an advantage to 
attend to these hours ; for I have remarked, that by 
much the safest prognostications from this instrument 
may be formed from observing when the mercury is 
inclined to move contrary to its periodical course. 
If the column rise between 9 a.m. and 3 p.m., it indi- 
cates fine weather; if it fall from 3 to 9, rain may be 
expected. 

But tho meteorologist, who wishes to confer a 
real benefit upon science by his labours, has a much 
more tedious duty to perform than this. After taking 
the height of the barometer at the prescribed times 
with all possible caution, he will take care to make 
the proper corrections of the observations. If his 
instrument be not furnished with a contrivance for 
adjusting the level of the mercury, he will correct it 
according to the relative capacities of the tube and 
cistern ; he will add the proper quantity for capillary 
depi'ession, according to the diameter of the tube : and 
he will then reduce the height to what it would have 
been, if the mercury had been of the standard density 
at ttie temperature of 32". 

For the purpose of facilitating this last operation, 
I shall here subjoin a Table of tho proper correction, 
calculated by Mr. Rice from the experiments of MM. 
Dulong and Petit u|)on the expansion of mercury and 
mean dilatation of glass : — 
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Table XL. Correction to he applied to Barometers for Expansion 
of Mercury and Mean Dilatation of Glass. 



Temp. 


Inches. 


Inotaee. 


Inches. 


Inches. 


Inches. 


Inches. 


• 

Inches. 


Inches. 


25 


28- 


28*5 


29^ 


29^6 


30- 


30-6 


31- 


31-6 


+ 017 


•017 


•017 


•018 


•018 


•018 


•019 


•019 


30 


+ 005 


•005 


•005 


•005 


•005 


•005 


•005 


•005 


35 


-•007 


•007 


•007 


•008 


•008 


•008 


•008 


•008 


40 


-019 


•020 


•020 


•020 


•021 


•021 


•021 


•022 


45 


-031 


•032 


•032 


•033 


•033 


•034 


•035 


•036 


50 


-•043 


•044 


•045 


•046 


•046 


•047 


•048 


•049 


55 


-055 


•056 


•057 


•058 


•059 


•060 


•061 


062 


60 


-067 


•068 


•069 


•071 


•072 


•074 


•075 


•076 


65 


-079 


•081 


•082 


•083 


•085 


•086 


•088 


•089 


70 


-091 


•093 


•094 


•096 


•098 


•100 


•101 


•103 


75 


-103 


•105 


•106 


•109 


•111 


•114 


•116 


•118 



At the conclusion of this Essay a Table is given of 
the corrections to be applied to barometers with brass 
scales^ extending from the cistern to the top of the 
mercurial column. 

By calculating the monthly means, the observer 
vrill give a still greater value to his co-operation. 

Attention to these directions, in addition to the 
benefit which it would confer upon meteorology, would 
also facilitate the purposes of barometric levelling; 
in return for which, the detached operations of baro* 
metric mensuration should, if possible, be performed 
with a due regard to the prescribed hours of the me- 
teorologist. 

The observation of the barometer almost necessarily 
implies an inspection of the thermometer, and the 
height of that instrument should be recorded at the 
same periods ; in addition to which the mcucimum and 
minimum^ by register thermometers, should be care- 
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fully noted. The proper precautions to be taken in 
placing the instruments for this purpose, are now so 
well understood that it is needless to repeat them: 
they are summed up by saying that they should be 
sheltered from every species of radiation. The regis- 
ter of the force of radiation in a reflector (as described 
in the Essay upon Radiation,) and the power of the 
sun's rays upon black wool would also be particularly 
interesting; iu addition to which, those who have the 
opportunity should not neglect the variations of the 
temperature of the sea and other deep bodies of water. 

The periods of the barometric observations are 
also well adapted to those of the hygrometer ; but the 
mean pressure of the aqueous atmosphere should be 
calculated from the dew-point at 3 P.M., and the lowest 
temperature at uight of the sheltered thermometer. 
The prognostications to be derived from this instru- 
ment have been already described in the Essay upon 
the Hygrometer, and to these I shall only now add, 
that by comparing the dew-point with the third Table 
of the Essay upon the Climate of London, an accurate 
estimation may be formed of its accordance with the 
mean, and of the consequent probability of precipita^ 
tion, change of wind, &c. 

In concluding these observations, I must not, in 
justice, omit to state, that in all the practical details 
with which I have been engaged, I have met with the 
most ready and able assistance from Mr. Newman. 
He entered fully into all my views with respect to the 
improvement of meteorological instruments, and hoe 
bestowed much time and attention upon executing the 
T2 
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hints which I have suggested. His portable baro- 
meters with iron cisterns may be depended upon for 
the nicest experiments. 

I must terminate these remarks, as I began, by 
an urgent recommendation to meteorologists to use 
standard instruments, to observe them with care, and 
to make all necessary corrections for accidental differ- 
ences: and above all, to keep their tables upon the 
same scheme. Much curious information is dependent 
upon such an extensive plan of comparative observa- 
tion, and without it the observer does little more than 
accumulate an overwhelming mass of crude and incor- 
rect materials, already too large for arrangement and 
correction. The example has been set by the Royal 
Academy of Sciences of Paris, and no better model 
can be taken than the Meteorological Journal kept at 
their Observatory. 



QSince the first publication of this Essay, directions for making 
and recording Meteorological and Magnetic observations have been 
published in a Report of the Committee of Physics, including Me- 
teorology, printed by order of the Council of the Royal Society, 
and these directions have been adopted in the National Observa- 
tories. The foundation of the Meteorological part of this Report 
was a paper drawn up by Professor Daniell at the request of the 
Committee. This paper it was his intention to have published 
instead of the preceding Elssay; as, however, it was not found 
amongst his papers after his death this intention was frustrated, 
and it was therefore judged better to reprint the original Essay. 
But we subjoin, from the Royal Society's Report, a Table (XLI.) 
of the Correction to be applied to Barometers with brass scales^ 
extending from the cistern to the top of the mercurial column, to 
reduce the observation to 32° Fahrenheit.] 
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1 


Inches. 


1 


» 


20-S 


41 


^ 


23 


aa6 


« 


2S^6 


h\ 


'040 


■041 


■042 


043 


■044 


-046 


•046 


«i7 


62 


■(M2 


■043 


■044 


046 


•046 


■047 


•048 


■018 


63 




■046 


■048 


047 


■048 


■049 


■060 


■068 


94 


-046 


■047 


<M8 


049 


■060 


■061 


■052 


■064 


66 


■047 


■049 
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ON THE 

GRADUAL DETERIORATION OF BAROMETERS. 

AND THE 

MEANS OF PREVENTING THE SAME. 
[^Reprinted Jrom the Second Edition.Jl 



In my preTious remarks upon the construction of 
barometers, I have stated my reasons for differing 
from the high authority of the President of the Royal 
Society, upon the cause of the eanstence of dastic matter 
in barometer tubesj suggested by him in a paper upon 
^Hhe electrical phenomena exhibited in vacuo," and 
published in the Philosophical Transactions for the 
year 1822. Sign. Bellani also arrived at the same 
conclusion as myself, from a series of experiments 
which he undertook, expressly to determine whether 
the air or vapour, the last portions of which are found 
to remain so obstinately in barometers and thermo- 
meters, is introduced with the mercury, or is a portion 
of that which originally occupied the tube before the 
introduction of the metal. The conclusion he comes 
to is, that it is always a portion of that which pre- 
viously adhered to the glass, and thai mercury is tUterlt/ 
incapable of absorbing either air or moisture. One of 
his experiments is so simple, and at the same time so 
conclusive, that I cannot refrain from giving a short 
account of it. He filled a barometer tube, and boiled 
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it Teiy carefiiUj, and then prepared a fonnel made of 
a mnall capillary tnbe, which reached throagti the 
mercury in the barometer tobe to the closed end, and 
WBM enlarged at the top. When introduced, it had 
been recently made, and was perfectly dry. Some 
mercury was then agitated in a bottle with water and 
air, and afterwards dried by means of filtering paper, 
and afterwards passing it througb paper cones, three or 
four times, into dry vessels. A little of this mercury 
was poured into the funnel-tube, and the air extracted 
by means of a fine wire, so that the column was con- 
tinuous. So much of this prepared mercury was then 
poured in as fully to displace tbe mercury which had 
been boiled in the tube. The barometer was found 
under the same circumstances to stand exactly at the 
same height as before; and, when the mercury was 
heated, none of those bubbles appeared which arose 
on the first boiling*. 

Still further to illustrate this subject, which I 
thouglit of the highest importance, and to ascertain 
the (litronnico of capillary action in boiled and unboiled 
baromotor-tuboR, I undertook the following experi- 
ntcMitH. The apparatus which I made use of consisted 
of lui upright pillar of brass, standing upon a mahogany 
foot, upon which two horizontal arms of unequal 
IcHigthn woro made to slido ; at the extremity of each 
of tht^Ho a Hteol noedio, with a fine point, was fixed 
pt^rpondltMilarly downwards. These points could be 
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adjusted to the same plane, or their relative distance 
be measured, by means of a nut and screw upon the 
pillar, which carried a notiiiis ; and the slightest con- 
tact of these points with the clean surface of a basin 
of mercury was instantly perceptible. I satisfied 
myself, by repeated trials, that the adjustment might 
be depended upon to the one-thousandth part of an 
inch. I made a contrivance to hold a glass tube per- 
pendicularly immersed in a basin filled with mercury; 
and when one of the steel points was made to touch 
the surface of the fluid in the tube, and the other 
the surface in the basin, the depression of the for- 
mer was accurately measured by the nonius. In this 
manner I determined the capillary action of seve- 
ral tubes, varying in their diameters from one-tenth to 
six-tenths of an inch. The results agreed as nearly as 
possible witli Dr. Young's table, calculated from the 
experiments of Mr. Cavendish. The end of the tubes, 
opposite to those at which the measures had been 
taken, were then hermetically sealed, in such a manner 
as to be readily re-opened under mercury: they were 
immediately filled with mercury, and carefully boiled. 
I expected to be able to ascertain the differences of 
depression by opening them in the basin of mercury, 
and proceeding as before, Tbe experiment was per- 
formed as soon after the operation of boiling as the 
mercury in the tube had cooled down to the tempera- 
ture of that in the basin. At first the attraction 
between the mercury and the glass appeared to be 
perfect, and no depression could be perceived. When, 
however, the tubes were left some time exposed, either 




288 DETERIORATION OF BAROMETERS, 

before or after they were opened, the air and moisture 
insinuated themselves between the metal and the 
glass, and an immediate depression was the conse- 
quence. This depression increased gradually, till at 
length it became fixed at the exact point of that of 
the unboiled tube. The progress of this effect was 
easily perceptible with a magnifying glass, and was 
rendered still more visible by heating the tube, when 
air-bubbles were immediately detached. This is ob- 
viously the same effect as that described by Sir H. 
Davy, in his paper before alluded to, in which he says 
that, " on keeping the stop-cock of one of the tubes, 
used in the experiment on the mercurial vacuum, open 
for some hours, it was found that the lower stratum of 
mercury had imbibed air, for when heated in vacuo it 
emitted it distinctly from a space of a quarter of an 
inch of the column; smaller quantities were disen- 
gaged from the next part of the column, and its pro- 
duction ceased at about an inch high in the tube." 
Now I conceive that the fact above related absolutely 
proves that the air had insinuated itself between the 
mercury and the tube, and shows that there is no 
" reason to believe that this air existed in mercury in 
the same invisible state as in water, that is, distributed 
through its pores." For, if the latter had been the 
case, the mercury, which contained no air after being 
boiled, would, from its greater density, have sunk in the 
tube, when surrounded by mercury which had not been 
boiled, and would have risen gradually as it became 
saturated with air. I am justified in drawing the 
conclusion from the contrary effect, that the air had 



AND MEANS OF PREVENTION. 289 

iQBtnuated itself between the metal and the tube; for 
the capillary depression is known to be in inverse pro- 
portion to the affinity of the fluid for the containing 
tube, and nothing could have afft'cted that affinity in 
the case before us, but the gradual interposition of a 
thin stratum of air and moisture. 

Having thus traced and measured the progress of 
the air down the sides of small tubes filled with mer- 
cury, and boiled with the greatest care, I was naturally 
led to suspect that the same action might take place 
in barometers, to their gradual deterioration, I soon 
saw reasons to conclude that such a process actually 
was going on in the most carefully constructed instru- 
ments, and that in time, air would thus insinuate itself 
into the best Torricellian vacuum. In my paper upon 
the construction of the barometer, I have given all the 
particulars of the making of two barometers, in which 
every precaution was used to dispel every particle of 
air. One of these, it will be recollected, was of very 
large dimensions, and was fixed up in the apartments 
of the Royal Society, under the superintendence of 
the Meteorological Committee ; the other was of the 
mountain construction, and intended for my^own use; 
the agreement between these two instruments, when all 
corrections were made for the differences in their sizes 
and forms, was very perfect, and proved that the care 
which had been bestowed upon them had not been 
thrown away. In the latter, however, I lately re- 
marked that a small quantity of air had ascended into 
the vacuum. I could not discover any way in which 
this could have obtained admission ; but, attributing it 

Vol. II. L' 
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to accident, I laid it aside, and thought no more of it 
till the present experiments recalled it to my recollec- 
tion. By a singular coincidence I was, about this 
time, informed that the barometer of the Royal So- 
ciety had assumed a very remarkable appearance, and 
that the mercurial column, which was originally per- 
fectly bright and compact, now seemed dull and 
speckled. I immediately proceeded to examine it 
cai'eiuUy, and I at once perceived that it was copiously 
studded with minute air-bubbles. As far as the mer- 
cury was exposed to view, the specks could be traced 
decreasing in size from the upper to the lower part. 
The manner in which this instrument is fixed rendered 
it impossible to suspect that this air could have ob- 
tained admission by any accident; for, unlike the 
mountain-barometer, the column of metal is exposed 
to no oscillations but such as arise from differences of 
atmospheric pressure. I was myself quite satisfied, 
and those who have read the account of the precau- 
tions taken in filling the tube will also, I think, be 
satisfied, that this air was not left at its original con- 
struction ; and the manner of its intrusion is, I think, 
pointed out by the experiments which I have de- 
tailed. 

While I was occupied with these considerations, 
and sufficiently vexed to find that all my care had 
been thrown away, it occurred to me that I had, in 
the course of my experience, observed a phenome- 
non, which was calculated to throw some light upon 
the present question; namely, that gases were more 
readily preserved from mixture with atmospheric 
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air over water than over mercury. I was unable 
to refer to any notes of experiments to confirm 
thia suspicion, but I proposed the question to Mr. 
Faraday, wlio, I made no doubt, from bis great accu- 
racy and experience, must have made tbe observation, 
if it were founded in fact. Witbont at the time 
having any knowledge of tbe ulterior object which I 
had in view, lie at once answered me, that mercury, 
be believed, would not conflne gases for a long period 
so well as water ; and he thought that, by referring to 
his note-book, he could furnish me with the particulars 
of a case in point. He accordingly did me the favour 
to extract tbe following particulars; — 

In June, 1823, he made a mixture of one volume 
of oxygen and two volumes of hydrogen ; with this he 
filled five dry bottles over mercury, and also four bot- 
tles over water. He left tbe glasses inverted over 
mercury and water, placing three mercury and two 
water bottles in tbe windows, so as to receive the 
sun's rays and day-light ; and two mercury and two 
water bottles he placed in a dark place. In July, 
1824, he examined the bottles; the water bottle in 
tbe light contained hydrogen and some common air, 
and there was no alteration of volume; the mercury 
bottle in light contained common air only. The water 
bottles in tbe dark place showed no alteration of vo- 
lume, and the air contained in them proved to be tbe 
origi/iol mhinre; the mercury buttles in the same 
situation contained nothing but common air. 

Hence it appears that a fluid wliicli has attraction 
enough for glass, to enable it to wet its surface, eflec- 
U2 
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tuallj prevents the passage of gases into or out of 
vessels, of that substance; while a fluid which does 
not wet the surface permits their slow penetration. 
The case of the confined air is exactly analogous to 
that of the barometer ; for its escape and the admis- 
sion of the atmospheric air can only be in virtue of the 
law discovered by Mr. Dalton, that the gases act as 
vacua to one another. The inference is also pretty 
strong, that the infiltration takes place along the sur- 
face of the glass, and not through the pores of the fluid. 

It has been attempted to controvert this conclu- 
sion, by the observation that gases have been pre- 
served a considerable time by mercury ; but when it is 
considered that the slightest film of moisture, or any 
foulness of the mercury will form a connexion be- 
tween the metal and the glass, the objection can be of 
no avail, unless these circumstances have been attended 
to. To ensure the maximum of the effect which I 
have been describing, it is necessary that both glass 
and mercury should be in the driest and cleanest pos- 
sible state ; that is to say, exactly in the state in which 
they exist in a well-made barometer. 

In consequence of doubts which were thrown over 
the fact, in the course of some discussions which arose 
upon the subject, Mr. Faraday was induced to repeat 
the experiment in the most careful manner, and the 
following are the results as recorded by himself. 

" Two volumes of hydrogen gas were mixed with 
one volume of oxygen gas, in a jar over the mercurial 
trough, and fused chloride of lime introduced, for the 
purpose of removing hygrometric water. Three glass 



bottles, of about tliree ounces capacity each, were se- 
lected for the accuracy with which their glass stoppers 
had been ground into them ; they were well cleaned 
and dried, no grease being allowed upon the stopper. 
The mixture of gases was transferred into these bot- 
tles over the mercurial trough, until they were about 
four-fifths full, the rest of the space being occupied by 
the mercury. The stoppers were then replaced as 
tightly as could be, the bottles put into glasses in 
an inverted position, and mercury poured round the 
stoppers and necks, until it rose considerably above 
tlien], though not quite bo high as the level of the 
mercury within. Thus arranged, they were put into a 
cupboard which happened to be dark, and were sealed 
up. This was done on June 28, 1825. and on Sep- 
tember the 15th, J826, after a lapse of fifteen months, 
tbey were examined. The seals were unbroken, and 
the bottles found exactly as they were left ; the mer- 
cury still being higher on the inside than the outside. 
One of them was taken to the mercurial trough, and 
part of its gaseous contents transferred ; upon examt- 
uation it proved to be common air, no traces of the 
original mixture of oxygen and hydrogen remaining in 
the bottle. A second was examined in the same man- 
ner; it proved to contain an explosive mixture. A 
portion of the gas introduced into a tube, with a piece of 
spongy platinum, caused dull ignition of the platinum ; 
no explosion took place, but a diminution to rather 
less than one-half. The residue supported combustion 
a little better than common air. It would appear, 
therefore, that nearly a half of the mixture of oxygen 
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I waa no sooner convinced that the most carefully 
constructed barometers were liable to a slow and gra- 
dual deterioration, iii the manner which I have indi- 
cated, than I endeavoured to find a remedy for the 
evil; without which, it is clear, that some of the most 
interesting problems of meteorology must be for ever 
left in a state of vagueness and uncertainty. For a 
long time I despaired of success; but I was fortunate 
enough at length to discover an effectual method of 
preserving the Torricellian vacuum. 

I soon perceived that the only possibility of effect- 
ing the object which I had in view, consisted in find- 
ing out some method of making the mercury wet (if I 
may be allowed the term) the tube in which it is con- 
taiued, I was fearful, at first, that all the substances 
to which its attraction is suflSciently strong for this 
purpose, would be so much acted upon as to become 
disintegrated or dissolved. T, however, fortunately 
recollected that, in some experiments in which I was 
formerly engaged, platinum, immersed in boiling mer- 
cury, became completely coated by it, and afterwards 
retained its coating for a long time. I repeated the 
experiment with some platinum foil, and found it to 
succeed perfectly. The mercury adhered strongly to 
the foil, and the latter, after a long immersion, was 
found to have lost none of its tenacity. I availed 
myself of this property in the following way : — I 
caused a small thin piece of platinum tube to be made 
about the third of an inch in length, and of the diame- 
,ter of the glass tube; this was carefully welded to its 
open end, so that the barometer tube terminated in a 
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ring of platinum. The tube was filled and boiled as 
usual, and the infiltration of air was completely pre- 
vented by the adhesion of the mercury, both to the 
interior and exterior surface of the platinum guard. 
I have no doubt that a mere ring of wire welded, or 
even cemented upon the exterior surface of the glass, 
which would be a much easier and less expensive 
operation, would be a suflScient protection, as the 
slightest line of perfect contact must effectually arrest 
the passage of the air : but in the first attempt I was 
desirous that the experiment should be tried in the 
most perfect manner. When a piece of glass, armed 
either with a ring or tube, is immersed in mercury, 
the effect is easily perceived ; instead of any depres- 
sion being visible around it, the mercury may be lifted 
by it considerably above its proper level. Time, of 
course, alone would fully confirm the efficacy of the 
guard ; but as far as the experiments have gone, they 
have been completely satisfactory. 

Hydrogen gas introduced into a glass jar with 
spongy platinum, exactly in the same manner as be- 
fore described, except that the edge of the jar was 
protected by a rim of platinum wetted with mercury, 
was completely cut off from any mixture of the at- 
mosphere, and the mercury maintained its level with- 
out change. 

It was long before I could find evidence of the 
deterioration of barometers in the numerous registers 
that are kept of their oscillations: few have been 
continued for a sufficient length of time, with the 
same instruments, to answer this purpose satisfactorily. 




Instancee abound of observers Laving taken the pains 
to re-boil their barometers, in consequence of air having 
obtained admission, in some unknown way which has 
always been attributed to accident; hut the fact of 
their gradual deterioration cannot, in this way, be 
established, by modern observations, so completely as 
might have been supposed. 

The Register of the Royal Observatory at Paris, 
published in the A nnales deCMmie, was not commenced 
until the year 1816; a period which la not sufficient so 
far to neutralize the annual oscillation as to afford the 
means of a satisfactory comparison. Mr. Howard, 
however, in his work upon the climate of London, 
states the mean height of the Royal Society's barome- 
ter for ten years, from 1797 to 1806, to be 29-882 
inches, while for the ten succeeding years, it is only 
29'849 inches, which gives a depression of -033 inches 
in that interval. 

The observations of the following ten years will 
not, I fear, be available in the same comparison, from 
the carelessness with wliich they have been made. 

The difTerence in the height of the old and new 
barometer, which have now been placed side by side, 
was, in the latter part of the year 1824, -07 inch, 
upon a mean of twenty observations ; the new baro- 
meter standing upon the average so much higher than 
the old one. Whether this be wholly owing to dete- 
rioration, it is not possible to say; for the old barome- 
ter does not appear to have been boiled ; but from the 
well-known accuracy of Mr. Cavendish, under whose 
superintendence it was constructed, it is impossible 
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DoC to isnibe m grest portioa of h to tkii csofle. The 
meranT of this inscmBient is now tlucklr studded 
with mir-babUes of much biger siie than those €^ the 
new bnroiBeter; and when I last eximined it, some 
of them were just upon the point of making th^ ea* 
cape. 

In the Epkeanrida of the Meteorological Sodet j 
of the Palatinate, howeTer, of which I hare giv^i an 
aecoont in a preTions EsBaj, I (bond what I had long 
sooght amongst modem obserrations. The first astro- 
nomets of the contin^it did not at that time diink 
the science of Meteorologr beneath their notice, and 
themseWes attended to the irksome labour of register- 
ing the indicaticms of the instraments^ and calculating 
the mean results. Whoerer will take the trouble of 
examining these faithful and laborious records, must 
come to the conclusion, that this branch of natural 
knowledge, not only has made no progress since the 
unfortunate dissolution of this Society, but has seri- 
ously retrograded ; both as to the accuracy of the in- 
struments of research, and the proper method of par- 
suing the investigation. 

From the immense repository of these volumes I 
Lave selected eight registers*, in which the same in- 
struments, all carefully compared together, were used 
during the greatest length of time ; and from them I 
have extracted the following mean annual heights of 

* These were the only instances which were calculated to 
throw any light upon the suhject, from the length of time during 
which they were continued. 
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the different barometers The observations were taken 
three times in the day, and the means are calculated 
from all the observations : — 

The First series is that of Mannheim, which con- 
sists of twelve years, from 1781 to 1792 inclusive: 
this I have divided, in the following Table, into two 
periods of six years each. The height of the barome- 
ter is registered in French inches, lines, and tenths : — 



Mean... 27-9 5 



Year. Ins. 


u. 


Tanth*. 


Tew. Ini. 


L*. 


Tenths. 


1781 .... 27 


9 


9 


1787 .... 27 


9 


8 


1782 .... 27 


9 


3 


1788 .... 27 


9 


6 


1783 .... 27 


9 


6 


1789 .... 27 


8 


3 


1784 .... 27 


9 


1 


1790 .... 27 


9 


2 


1785 .... 27 


9 


9 


1791 .... 27 


8 


9 


1786 ... 27 


9 


4 


1792 .... 27 


7 


5 



Mean 



27 8 8 



From this it appears that the mean of the last 
six years is *7 of a line, or '062 in. English, lower than 
that of the first six. 

The Second series is that of Padua for the same 
twelve years, divided into similar periods. 



Tatr. 


Ini. 


lA 


Tenths. 


Year. 


Int. 


L*. 


Tenths. 


1781 


.... 28 





84 


1787 ... 


28 


2 


1 


1782 


.... 28 




05 


1788 .... 


28 


1 


5 


1783 


.... 28 




65 


1789 .... 


28 


1 


46 


1784 


.... 28 




2 


1790 .... 


28 


2 


7 


1785 


.... 28 




68 


1791 .... 


27 


11 


2 


1786 


.... 28 




7 


1792 .... 
Mean ... 


27 


10 


1 


Mean 


. ... 28 


1 


3 


.28 





8 



The result of this comparison is, that the mean of 
the last six years is lower than the first six *5 of a 
line, or -044 English inch. 

The Third series is that of Rome, in which, how- 
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ever, the first year is deficient, the observations not 
having been commenced till the year 1782. 



Ymr, Ins. 


Ls. 




Yew. In*. 


La. 




1781 .... 






1787 .... 28 





6 


1782 .... 27 


10 


49 


1788 .... 28 





3 


1783 .... 27 


10 


71 


1789 .... 27 


9 


3 


1784 .... 27 


11 


7 


1790 .... 27 


9 





1785 .... 28 





2 


1791 .... 27 


10 


2 


1786 .... 28 





5 


1792 .... 27 
Mean .... 27 


8 
10 


3 


Mean.... 27 


11 


5 


2 



The average of the last six years is here lower 
than that of the first five 1 line -3, or -114 English 
inch. 

The Fourth series is that of Buda, which likewise 
wants the first year. 



Ymt. 


Ins. 


I* 


Tenth*. 


Y«ur. 


In*. 


lA 


Tent 


1781 


• ••• 






1787 


.... 27 


5 


98 


1782 


.... 27 


5 


76 


1788 


.... 27 


6 


2 


1783 


.... 27 


6 


09 


1789 


.... 27 


3 


5 


1784 


.... 27 


5 


89 


1790 


.... 27 


6 


5 


1785 


.... 27 


5 


90 


1791 


.... 27 


5 


9 


1786 


.... 27 


5 


86 


1792 


.... 27 


4 


6 



Mean .... 27 5 8 



Mean .... 27 5 4 



The difference is here -4 line, or -035 English 
inch. 

The Fifth series is that of Brussels, which, how- 
ever, consists only of eight years, wanting the four 
first. 



Mean... 27 10 8 



Year. 


Ins. 


1.8. 


Tenth*. 


Year. 


Ins. 


Ls. 


Tenths 


1785 .... 


27 


10 


72 


1789 .. 


.. 27 


8 


7 


1786 .... 


27 


9 


98 


1790 .. 


.. 28 





9 


1787 ... 


27 


10 





1791 .. 


.. 27 


9 


9 


1788 .... 


27 





5 


1792 .. 


.. 27 


9 


9' 



Mean .... 27 10 3 
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The difference between the means of the first and 
second four years is '5 line, or *044 English inch. 

The Sixth series is taken from a higher station ; 
viz., Munich. The first six years are complete, but the 
eighth is wanting. 



Tew. In*. 


u. 


Tenths. 


Tor. Ini. 


I* 


Ttntlu 


1781 .... 26 


6 


69 


1787 .... 26 


6 


3 


1782 .... 26 


6 


01 


1788 






1783 .... 26 


5 


35 


1789 .... 26 


3 


8 


1784 .... 26 


5 


50 


1790 .... 26 


6 


9 


1785 .... 26 


4 


99 


1791 .... 26 


4 


8 


1786 .... 26 


4 


88 


1792 .... 26 


2 


8 


Mean 26 


6 


2 


Mean 26 


4 


9 



The mean of the last five years is lower than that 
of the first six -8 line, or '026 English inch. 

The Seventh series is from the summit of Peisen- 
berg, a mountain in Bavaria. 



Tmt. 


In. 


lA 


Toitlu. 


T€W. 


In.. 


Jm. 


Toitb.. 


1781 .... 


25 





14 


1787 .... 


24 


1] 


89 


1782 .... 


24 




27 


1788 .... 


24 


11 


73 


1783 .... 


24 




42 


1789 .... 


24 


11 


09 


1784 .... 


24 




03 


1790 .... 


25 





1 


1785 .... 


24 




36 


1791 .... 


24 


11 


28 


1786 .... 


24 




07 


1792 .... 
Mean 


24 


8 


9 


Mean 


24 


11 


3 


24 


11 






The number of years is complete, and the mean of 
the first six is '3 line higher than that of the last six, 
or '026 English inch. 

The Eighth and last series is taken from the 
summit of Mount St. Gothard. The first year only 
is deficient. 



302 DETERIORATION OF BAROMETERS, 



Yctf. Ini. 


La. 


T<Btllil 


Tmt. bi. 


la. ' 


tartl 


1781 .... 






17«7 .... 21 


10 


2 


1782 .... 21 


8 


91 


1788 .... 21 


9 





1783 .... 21 


10 





1789 .... 21 


9 


9 


1784 .... 21 


9 


3 


1790 .... 21 


10 


3 


1785 .... 21 


9 


7 


1791 .... 21 


8 





17«6 .... 21 


9 


24 


1792 .... 21 


7 


4 


Mean 21 


9 


4 


Mean 21 


9 


I 



The mean of the last six years is lower than that 
of the first five -3 line, or -026 English inch. 

All these examples clearly concur in establishing 
the supposition of the gradual depression of the mer- 
curial column by the infiltration of the air. There is 
also another conclusion, derivable from the same facts, 
which might have been anticipated from theory, — 
namely, that the amount of the effect depends, in some 
degree, upon the elasticity of the atmosphere in which 
it takes place. The five series of observations whose 
mean pressure is 29*235 in. English, show an average 
depression of '059 inches in twelve years ; while the 
three series, whose mean pressure is 25*977, exhibit a 
depression of only -026 inches in the same interval. 

From the same valuable record of facts I have also 
derived a strong confirmation of my opinion of the 
manner in which the air gains access to the vacuum of 
the barometer, — that is to say, that it is by means of 
the glass, and not of the mercury. While I quote the 
observation in support of my ideas upon this subject, 
it will at the same time serve for a specimen of the 
skill and exactness with which all the proceedings of 
the Society were regulated. The observation occurs 
in the directions given by the Secretary Hemmer for 
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boiling the mercury in theimometers. He thus 
expresses himself, — ^'Notatu perquam dignum hoc 
in labore est, nihil ingentis illius vis buUarum aerearum 
conspici, qua^, ubi mercurius sine igne immissus fuit, 
inter hunc et vitrum in coctione apparere solent, fnani- 
festo indiciOy eas non tarn a mercuric quam a vitro 
provenirCf cujus parietibus adhserebant, quemadmodum 
in universum omnes corporum superficies densiore 
aeris lamina stipatas esse et ratio et experientia 
evincunt. Hanc aeris massam jam tum a cylindro 
expuleram, cum exiguam hydrargjri portionem initio 
immissam fortius ebuUire facerem unde quse in secunda 
coctione in conspectum veniebant bullae admodum 
rarsB erant*." 

I have lately been directed by my friend Mr. B. 
Phillips, to another very singular confirmation of my 
ideas upon this interesting subject. The authority 
upon which this confirmation rests is that of Dr. 
Priestley, whose acuteness of observation few, I 



* There is a defect which may often he ohsenred in old 
looking-glasses, which may prohahly be referred to the same cause 
as the deterioration of barometers. I allude to a dulness which 
takes place in large spots over their surface, and which generally 
seems to radiate from the centre. I have frequently remarked 
this in the yery old mirrors in some of the palaces upon the Con- 
tinent. I imagine that this arises from the slow insinuation of 
air by the edges, or some accidental crack in the metal at the 
back of the glass. It is also, I understand, well known to the 
dealers in mirrors, that when placed against a damp wall, looking- 
glasses are particularly liable to become cloudy ; and it is most 
likely that moisture gpreatly facilitates the action to which I have 
been referring. 
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imagine^ will presume to doubt. The following ex- 
tract is taken from the third volume of his Observor- 
Hans on Air (p. 236, and sequel), published in 1786 : — 

** In the course of these experiments with the sun, 
I observed a remarkable source of fallacy with respect 
to the increase of the quantity of air confined by 
mercury, when there is so much moisture in the inside 
as to be subject to sudden dilations and compressions. 
For a considerable quantity of common air would get 
into the inside of the vessel when there was the 
depth of an inch of mercury on the outside of it, and 
of two or three inches within. In these circum- 
stances I have seen more than an ounce-measure of 
external air gain admission in less than one minute. 
This must have been occasioned by the mercury never 
being in perfect contact with glass ; so that when the 
mercury was in a state of undulation, the air that was 
confined between it and the glass was continually 
protruded, and more air from the atmosphere was 
forced into its place, by the same pressure which 
supported the column of mercury within the glass. 
This effect I prevented by having a quantity of water 
upon the mercury on the outside of the vessel. For 
this would be in perfect contact with the glass; and 
in this case I never found either air or water to get 
into the vessel to disturb my experiment." 

From these few facts thus briefly, but clearly, 
described, the whole of my conclusions with regard 
to the barometer might have been deduced with as 
much justness as from the more extended and varied 
observations upon which I have hitherto rested them. 



f mercury, in Dr. Pripstley's experiments, could ii»t 
be brougbt in perfect contact with glass, neitber in 
tlie common construction of a barometer can it so 
be brought. And as, when the mercury in his jars 
was in a state of undulation, ttie air that was confined 
between the two was continually protruded; so, in the 
barometer, will it ascend by the continual oscillations 
and vibrations to wliich it is exposed. 

Again, Dr. Priestley argued, that a fluid which 
would be in perfect contact with the glass would effec- 
tually interrupt this action; and he accordingly found 
that when he put a quantity of water upon the 
mercury, on the outside of the vessel, neither air nor 
water got in to disturb his experiments. It follows, 
tlierefore, that if perfect contact between the mercury 
and any complete circle of the barometer tube can be 
produced, the air will be effectually prevented from 
ascending into the vacuum. I have already described 
an easy method of producing this contact. 

The time which has elapsed since my first pro- 
position and application of the guard to barometers 
enables me now to add the testimony of experience to 
its sufficiency and permanency. At the expiration of 
nearly three years from its adoption, the first instru- 
ment to which it was applied was lately examined and 
opened in the presence of several scientific gentlemen. 
The mercurial column from top to bottom was found 
perft^ctly bright and free from specks or air-bubblee, 
and the platinum ring as sound as on the first day 
when it was fixed and thoroughly wet with the mer- 
cury. Upon wiping the fluid off, the platinum exhi- 
VOL. 11. X 
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bited the original marks of the hammer upon it ; go 
perfectly free was it frt)m any signs of corrosion or 
disintegration! Thus has time removed the only 
remaining doubt about the ultimate solution of the 
platinum by the mercury, and confirmed the conclusion 
which I originally drew frt)m the experiment with the 
thin platinum foil. 
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After the very interesting and laborious work of Mr. 
Howard, upon the climate of London, it may, at first 
sight, ajipear presumptuous in me to claim attention 
npon a subject which has been so ably and so exten- 
sively pre-occupied: but when it is considered that that 
able philosopher was unprovided with any sufficient 
means of measuring the quantity, or estimating tho 
changes of the sea of vapour which necessarily per- 
meates and pervades every part of the great aerial 
firmament; and when it is borne in mind, that one of 
the main springs of all the wonderful motions of the 
air, and the changes of the weather, is the slow and 
silent influence of the aqueous steam; I shall be 
excused for attempting to elucidate, from experiments, 
a part of the subject so important, but, hitherto, so 
neglected. 

Its connexion with the vegetable kingdom, and with 
all the most important processes of the agriculturist, 
must be evident to the most superficial observer; and 
it is more than probable, that it will be found of equal 
importance to those who make a study of the compli- 
cated processes of the animal economy. 



It has ever been a favourite speculation with philo- 
Bophere to trace in the constitution of the atmosphere 
the origin of some of the diseases which affect the 
human race. The discovery of pneumatic chemistry, 
and the new means of questioning nature which it 
put into their hands, seemed at first to promise a 
solution of this interesting problem; and hopes were 
entertained that the cause of epidemic and local com- 
plaints might be found in the varying elements of the 
compound air we breathe. The eudiometric processes 
which were immediately instituted and repeated in 
every part of the world, proved, however, the unvary- 
ing proportions of the permanent gases of which it is 
composed. It is not, therefore, irratioual to suppose 
that an accurate method of estimating tlie varying 
quantity of aqueous vapour in the elastic medium 
which surrounds us, which is the chief fluctuating in- 
gredient of its comijosition, may lead to some useful 
hints upon this important subject. Certain it is, that 
some indications of this kind may be perceived even 
by the healthy, and by those who are not conversant 
with the progress of disease. There are days on which 
even the most robust feel an oppression and languor, 
which are commonly and Justly attributed to the wea- 
ther; while on others they experience exhilaration of 
spirits, and an accession of muscular energy. The 
oppressive effect of close weather and sultry days, may 
probably be accounted for from the obstruction of the 
insensible perspiration of the body, which is prevented 
from exhaling itself into the atmosphere, already sur- 
charged with moisture; while unimpeded transpiration 
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from the porea, while the air is more free from aqueous 
vapour, adda new energy to all the vital functions. 
In bodies, debiUtated by disease, indeed, the contrary 
effects may be produced : they may be unable, from 
weakness, to support the drain of free exhalation 
which is exhilarating to the healthy; and lience pro- 
bably arises the benefit of warm sea-breezes in cases of 
consumption and diseases of the lungs. Observations 
upon climate, with a more particular regard to the 
hygrometric state of the atmosphere, may reasonably 
be expected, amongst other certain advantages, to 
throw some light upon the treatment of these com- 
plaints; and may, perhaps, teach us to construct aa 
artificial atmosphere, of greater efficacy than any that 
has yet been recommended, in cases when the relief of 
local change may be impossible, 

[The averages of seventeen years' observations 
(from 1826 to 1842 inclusive), from the Journal of 
Meteorological Observations, made in the garden of 
the Horticultural Society at Chiswick, have furnished 
materials for the following Essay. These averages 
have been carefully taken for the whole number of 
years, as well as for the separate months. 

The Meteorological Journal of the Horticultural 
Society was commenced at the suggestion of Professor 
Daniell, on a plan furnished by him, and with instru- 
ments constructed under his immediate superiuten- 
dence. lu the year 1825, it was carried on with such 
instruments as were quickly attainable; but the obser- 
vations for the year 1826, and the subsequent years, 
were made with the most perfect instruments that 
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rmii be procnrBd. — ^^liie fA^ed besn^ to give tiie 
Bepi^ter Boek s t* lisrftCLer for anmr&rr a§^ vould render 
it DOt odIt uHcsfiil for xbe puriKiBef: of bortknltiire, but 
for the <}aeper resesrclieF <if tbose moi of saeiiee. 
vboBe attratioiL h im^ knoviL vs§ st the time paiti- 
rukrlT directed l» ihe mbg&ctT 

In tLe Twrnuadiom ^ O^ HmOcdbnwl Sodefy, 
T(4. TiL p. d7. if^ a ** Bepofft <iii tbe Iiwtniineiits em- 
plored in. and on the plan of a Journal oC Meteoro- 
logical ObeenatK)ii& kept in tbe Garden of the Horti- 
eoltaral Society at Cliisvick,^ fion which the follow- 
ing infonnation has been obtained : — 

The barometer was nnde br Mr. John Kewman, 

of Regent'-ftreei. ''The internal diameter of the tabe 

is 0-45 inch, and the capacitj of the cistern has been 

so adjusted, that a rise or &11 of 1 inch in the former 

make«^ a difference of 0-01 inch in the level of the 

mercury in the latter.^ *'The tube is armed at the 

bottom with a platinum rap, perforated with a hole of 

one-eighth of an inch in diameter, which is sufficiently 

large to admit of the mercury flowing in and out ^ith 

perfect freedom. This platinum guard has been well 

wetted with mercury, according to the suggestion of 

Mr. Daniell." The correction for capillary action does 

not exceed 0-009 inch, and is constantly applied to 

the observations. 

**The cistern, which is turned in mahogany, is 
lined with iron. The tube dips Tl inch below the 
surfece of the mercury, and a thermometer is inserted 
in it to mark its temperature. There is also a float 
which corresponds with a fixed mark when the column 



stands at the neutral point. The observations are 
made by means of a vernier carrying an index botb 
before and behind the tube, the coincidence of which 
with the highest point of the surface of the mercury, 
wliieh is always more or less convex, is easily ascer- 
tained. The proper correction is always applied for 
the varying temperature of the mercurial column, and 
the entry in the register is the actual pressure of the 
atmosphere at the station, as it would be measured 
by a column of mercury of the temperature of 32° 
Fahr. 

" The barometer is firmly fixed against the wall of 
an apartment, at the back of the small green-bouse in 
the experimental garden, which is otherwise used as a 
seed-room; the window and door of the room open to 
the north, and there is no fire-place in it. Its position 
is nearly 14 feet above the mean level of high water in 
the Thames at Cbiswick. 

" The observations with the barometer are made at 
three periods of the day, viz., morning, noon, and 
night. 

" A DanieU's hygrometer is used for ascertaining 
tlie state of the vapour in the atmosphere. The naked 
ball is formetl of black glass, and the observations are 
made three times in the day, at the same periods as 
those with the barometer. 

"Tlie register thermometers are of Rutherford's 
construction, and made by Mr. Newman. Those by 
which the maximum and minimum of the temperature 
of tUe air in the Hhade are ascertained are placed in an 
open spot in tlie Arburctum, screened from the rays of 
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the sun, and sheltered from terrestrial radiation by a 
kind of umbrella of oiled cloth ; they are attached to 
the northern side of the post which supports the 
umbrella, and stand four feet from the ground. That 
by which the maximum of heat is ascertained is filled 
with mercury; the one applied to registering the 
minimum of heat is a spirit thermometer. 

'^ In addition to these, two other register thermo- 
meters of the same construction are used. The first is 
of mercury, and the ball is covered with black wool. 
It is placed within four feet of a garden wall, pointing 
to the south, about two inches fit>m a bed of garden 
mould. It registers the greatest degree of heat under 
the influence of the sun. The second is of spirit ; its 
ball is also covered with black wool, and is fixed 
in the focus of a parabolic metallic speculum, and 
exposed to the full aspect of the sky. It registers 
the maximum degree of cold arising from radiation 
in such a situation. It is placed in the Arboretum, 
near the first described thermometer. 

"The rain-gauge is made according to Mr. How- 
ard's directions, in his work upon the climate of 
London ; it stands upon the level of the ground in the 
experimental garden. The quantity of rain is regis- 
tered daily. 

"The plan pursued in recording the observations 
is similar to that proposed by Mr. Daniell in his Essays. 
The objects to be recorded being, — 

" I. The state of the barometer, hygrometer, and 
weather, at the three periods of observation before 
mentioned. 
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' II. Tlie maximum and minimum of temperature 
in each day, diBtinguishiug the temperature of radia- 
tion from the common temperature of the air. 
"III. The direction and force of the wind. 
"IV. The amount of rain. 

" V. General remarks ou the state of the weather 
during each month, with the means of all the daily 
observations, showing the 
Mean pressure. 
Mean temperature. 
Mean dew-point. 
Mean force of vapour. 
Mean degree of dryness. 
Mean degree of moisture. 
The least observed degree of moisture. 
The maximum and minimum of temperature, both 

of the atmosphere and of radiation. 
The direction of the wind, showing the number of 
days it blows from particular quarters." 
In the same volume, page 102, commences the 
Journal of Observations for the year 1820, prefixed by 
some remarks by Mr. W. B. Booth, the principal clerk 
in the Garden, by whom the observations were made. 
From these remarks we learn that the first, or morning 
observation, was taken at six o'clock in the morning 
in summer, and at day-break in winter; the second 
near mid-day, that is, between noon and one o'clock, 
P.M.; and the third usually about nine, or between 
nine and ten o'clock at night, but not later. 

The Meteorological Journal has been continued 
regularly down to the present time. In June, 1830, 
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Mr. Robert Thompson, under gardener in the fruit 
department, succeeded Mr. Booth as observer, but no 
alteration was made in the plan of the Journal.] 

I shall proceed, first, to consider the general cha- 
racters of the climate, as derivable from the averages 
of the seventeen years together; and I shall then 
endeavour to institute a comparison of the separate 
months vnth the mean, and vnth each other. 

The mean pressure of the total atmosphere, de- 
noted by the barometer, I find to be 29*931 inches. 
The mean of twenty years, deduced by Mr. Howard 
from the observations of the Royal Society, is 29*8655 
inches. The mean temperature derived from the daily 
maadma and minima of the thermometer, is 49^*94, 
which differs little from Mr. Howard's estimate, which 
is 49^*5. The mean dew-point from the register 
appears to be 44o*31*. The elastic force of the vapour 
is '342 inch, and a cubic foot of air contains 3*806 
grains of moisture. The degree of dryness, calculated 
from the mean difference of the dew-point and the 
temperature of the air when the observation was made, 
is represented by 5^*59 upon the thermometric scale, 
and the degree of moisture by 827 upon the hygro- 
metric scale. The average quantity of rain is 24*16 
inches, and the amount of evaporation, calculated 
from the hygrometer, 28*598 inches. The weight of 
water, raised from a circular surface of six inches 
diameter, is 0*34 grain per minute. 



* Sec note on the calculation of the dew-point, p. 318. 
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The entire range of the barometer is from 30-866 
inches to 28'697 inches, mean being 1'815 inches; tlie 
range of the dew-point from 79*^ to 0^. The pressure 
of the vapour varies with it from '973 inch to '051 
inch. The maximum tem|)eraniture of the air is 
94°40, the minimum -4'''5. The force of radiation 
from tlie sun averages 11°*8 in the day, and the force 
of radiation from the earth at night 4°'6; tlie higliest 
temperature of the sun's rays is 130", and the lowest 
temperature of the radiating thermometer is - 12°. 
The greatest degree of dryness is 49°, or the least 
degree of moisture upon the hygrometric scale 235. 
The time of the day influences in some degree all the 
mean results. One of the most constant effects is 
that produced upon the barometer. Tlie mercurial 
column reaches its maximum height in the morning, 
declines to its minimum in the afternoon, and again 
rises at night*. The means of the monthly observa- 
tions present but one or two exceptions to the fall in 
the middle of the day, or to the rise from afternoon 
to night, but the rise from ni^ht to morning is not 
quite as constant. 

With respect to the dew-point, it may be con- 
sidered that the register includes four daily observa- 
tions ; for the observation of the miuimum temperature 
of the air, which conatantly falls a few degrees below 



* The average difference of these periods, as ex 
obserrations in the jeurs 1819, 1820, and 1821, are as 
Homing above night, +'005 inch. Aflemoon bclot 
— *0I5 inch. Night above the afternoon, +'010 iiicli. 



the term of precipitation taken 
obviously be included* f- 



* From observations made during the years 1819, 1820, and 
1821, it appears that, from morning to afternoon the dew-point 
rises but 0*3 of a degree ; from afternoon to night, it falls 0*9 of 
a degree ; and below this again, the minimum temperature is 2°-7 ; 
and the mean is calculated from the latter, and the afternoon 
ohaerration. 

t [Unfortunately this fourth ohserr&tion, viz., that of the 
lowest temperature of the shade thermometer, has in calculating 
the means been omitted ; the mean dew-point giren in the register 
is therefore actually the mean of the three observations made in 
the morning, noon, and evening only; and it is therefore higher 
than it ought to be. The Editors were unwilJing to mutilate the 
tables as left by Professor Daniell, but in order to render the 
Essay as complete and accurate as possible, they have re-calculated 
the dew-points from the mean minimum shade observation, and the 
mean dew-point of each month as given in the tables. They have 
also deduced from this corrected dew-point the average daily 
greatest dryness, by deducting the mean day dew-point for each 
month from the mean maximum shade temperature for the same 
period, as well as the average daily dryness by deducting the cor- 
rected monthly mean dew-point from the recorded mean tempera- 
ture of the corresponding periods ; from these data they have also 
calculated the mean force of the vapour, mean saturation, mean 
daily least saturation, and mean amount of evaporation for each of 
the twelve months. In a s3nioptic table of the monthly means 
which they have subjoined to the tables, calculated by Professor 
Daniell from the registers of the Horticultur.il Society, the seven 
columns thus recalculated are suhstituted for the means given in 
the preceding tables, and each of the corrected columns is dis- 
tinguished by an asterisk. These corrected numbers are employed 
in the Essay throughout. In all other cases the tables of the 
register are strictly adhered to. It is satisfactory to find a very 
general accordance of these dew-points for seventeen years with 
those deduced by the Author from the three yean of his own oh- 




I 
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The temperature of the air varies in the twenty- 
four hours from SSMG, its mean maximum, to 41°-28, 
itB mean minimum. The mean temperature of a cli- 
mate is generally regarded as made up of tlie average 
Impression of the sun due to its latitude upon the 
surface of the globe. The mean (|uantity of aqueous 
■vapour must aleo be referable, finally, to the same 
principle. But there is another way of considering 
the subject more accurate in detail, though upon an 
average of years ending in the same conclusion; that 
is, to regard tlie mean temperature as made up of the 
temperature of different currents flowing from different 
points of the compass ; and it will be necessary to my 
purpose to contemplate the atmosphere of vapour par- 
ticularly in this point of view. The medium dew- 
point 44°*o is therefore made up of the following 
pTOportioDB of the means from eight points of the 
vind:. — 

[87 North 40°1 - 133 North-east 40°-7- 
80 East 42*'-3 - 1 1 1 Soulh-east 45°-6. 
70 South 48°-7 - 225 South-weat iS'G. 
2]5 West 44^-8- 174 North-weat41''-3. 
Calculated by tlie Author from his own observatious.] 

Before I enter upon the consideration of the effeot I 
of the sun's progress in declination, and the succession I 



servatioDB, the mean of the whole being, in the lattei case 44°'5. 
The amount of eraporation is calculated according to the directions 
at pp. 29, 30 of the present volume, and must, therefore, only bo 
looked upon, for reasons there detailed, as merely an approxi- 
niBtion, though a pretty close one.] 




of the seasons, I shall endeavour to point out tlie i 
fluenoe of the geograpliical situation of the islanri of 
Great Britain upon its aqueous atmosphere. The mean 
quantity of the vapour follows exactly the changes 
of the mean monthly temperature, that is to say, the 
dew-point rises and falls with the increase and the de- 
crease of the heat. But the winds which transport the 
vapour may be divided into two classes; namely, the 
land winds which blow from off the great continent of 
Europe, and which comprise the north-east, the east, 
and south-east ; and the sea winds which blow from 
the great oceans which surround it on every other 
side ; namely, the north, north-west, west, south-west, 
and south. In the former, we may expect to find that 
the course of the mean temperature is exactly fol- 
lowed ; for the sources of the vapour must be com- 
paratively shallow streams, and reservoirs of water, 
whose temperature must soon adapt itself to that of 
the surrounding air. But in the unfathomable depths 
which supjjly the latter, the law by which the density 
of water is regulated, must, at particular seasons, 
maintain a temperature above the mean of the declin- 
ing season ; whilst at others, the increasing heat of 
the latter must outstrip the progi-ess of the former. 
The following Table contains the dew-point of the 
several winds, divided into the two classes for every 
month in the year, beginning with the autumnal 
quarter. 
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[Table XLII. Showing (he difference of the Dew-point in the 

Land and Sea Winds, 





LaadWIndu 
N.B. E. &B. 


8m Wlndii. 


September .... 

October 

November .... 
December .... 

January 

February .... 

March 

April 

May 

June 

July 

August 


o 

53 
45 
41 
31 
29 
31 
34 
45 

47 
54 
52 
56 


* 


o 

53 
46 
43 
'37 
35 
35 
38 
43 
L44 
54 
55 

57 



Calculated by the Author from his own observations during three 

years.] 

And here the effect anticipated is dearly percep- 
tible. The vapour of the land winds, it will be seen, 
declines in force from September to January, in which 
month it reaches its minimum, and from that point 
gradually rises till it reaches its maximum in August; 
and this, it will be afterwards seen, is the exact pro- 
gress of the mean temperature of the air. In the sea 
winds the vapour follows the same course from Sep- 
tember to November, and the balance is such, that the 
elastic force of both divisions is nearly the same. The 
north and south winds neutralize each other, and the 
north-west, west, and south-west, are equivalent to the 
north-east, east, and south-east. Having descended to 
about 40^ which is about the point of the greatest 

Vol. II. Y 
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density in water, in November, the accordance proceeds 
no further. In December, the vapour from the land 
has descended 6^ below that from the sea, and the 
difference continues in January. In February the 
former rises 5^, and the latter remains stationary. 
The difference of 4° continues through March, and 
is diminished to 8° in April and May. In June they 
again attain their former equality. The reason of 
this is obvious; the temperature of 40°, being that 
of the greatest density, cannot be lowered till the 
whole mass of the waters has passed this term ; and 
in the deep seas, this must necessarily be a process of 
some duration. The shallow waters, on the contrary, 
soon assume the temperature of the ambient air, and 
continue to decline with it in heat. Upon the return 
of spring the contrary effect is produced. The great 
deeps must again repass the fortieth degree before the 
superficial waters can take the higher temperature of 
the incumbent atmosphere. The consequences we 
should expect from this progression would be, an in- 
crease of humidity in December and January, and a 
rapid decrease in the four following months; an 
expectation which we shall find correct in our further 
investigation. 

There is another law of the aqueous fluid, which we 
might also expect to have an influence upon the 
emission of its steam — the evolution, namely, of heat 
in the process of congelation and its absorption during 
the liquefaction of ice. The British isles are placed in 
such a position, as would induce us to suppose that, at 
particular seasons of the year, this influence might be 
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perceptible in one direction more than in any other. 
We may bring this idea to the test, by comparing to- 
gether the northerly and southerly winds, as is done in 
the following Table : — 

[Tablb XLIII. Showing the Effect of the Ice in the North 

Seas upon the Dew-point, 





BoaXhtaHj. 
8W. 8. 8B. 


Norfherlj. 
NB. N. NW. 


September . . 
October . . . 


o 

58 
51 


o 

48 
41 


Norember . . 


47 


37 


December . . 


42 


32 


January . . . 
February . . . 
March . . . . 


38 
36 
42 


31 
31 
32 


April 

May 

June 


47 
51 

58 


40 
41 
50 


July 

1 August . . . . 


58 
60 


50 
54 



Calculated by the Author from his own obserrations during three 

years.] 

Here we may observe, that the decline of the 
vapour from September to December, is exactly 
equal in both classes, but from that time it ceases 
about the temperature of 82'' in the northerly winds, 
and continues in the southerly to the month of February, 
In March, again, the temperature of the southerly has 
increased from the minimum 6^ but in the former it 
still remains at 82^ In April, on the contrary, the 
northerly winds are much more fr^uent than the 
southerly; and in May, they have again attained their 

Y2 
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oafijponlkL It woold be dHBeoh. I tkmk^ to 
mnj c^ber eaoie for tfait modifieatioii of die 
tfaao the ooe vfaiefa hif joit been fogjettcd. TW 
lotioD r/f heat, in the f/tocem of fireesdng, itofis the 
decline of tempentme in the regiooi exp u ms d to its 
infloenee, while it proceeds in thoie which nie not 
espoeed to the change; and the abeorptioo of hemt» in 
the opetmtion of thawing, prerents the acceasioo cf 
tempeiatore, which is due to the returning influence ci 
the son. DITien this opention has ceased, the Tapoar 
qoicklj attains its fanner relatiTe degree of force. 

Wonderfol adjostments these, to mitigate tbe 
tigonn r#f a northern climate! Thej both operate 
from NoTcrmber to Febroarj, bj the erohition of heat 
in the coldest season of the year; and at the same 
time, bj an extra sapplj of vapour, decrease the degree 
of dryness, and prevent tbe consumption of heat which 
alwa^-s attends the process of evaporation. 

Let OS now endeavoar to trace the order from 
which, ^ while tbe earth remaineth, seed-time and 
harvest, and cold and beat, and sammer and winter, 
and day and night, shall not cease.'' 

In the month of Janoary, the first month of the 
year, but which, in the most natnral division of the 
seasons, constitutes the second month of the winter 
quarter, heat is at its minimum in all its particulars. 
The mean temperature is 36"-02, varying from 41°"1, 
the mean highest, to 30 *99, the mean lowest; the 
utmost range of the thermometer being from 60^ to 
—4^5. The average power of the sun is 3°-68, and the 
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utmost intensity of its rays 16°. The cold, produced 
by radiation from the earth, is 4''-5, and the greatest 
effect 12°. 

The mean force of the vaporous atmosphere is also 
at its lowest point, 0228 inch, tlie dew-point being 
33^-49. The mcau degree of dryness, calculated from 
the difference between the mean temperature of the 
air and that of the dew-point, is 2'''63, and the state 
of the air's saturation 919. The average degree of 
greatest daily dryness is S'^'l, and that of least satura- 
tion 849. 

The quantity of rain in this month greatly exceeds 
the amount of evaporation, the former being 1 '56 inch, 
and the latter, at its minimum, 0-620 inch. 

The height of the barometer is 29952, and its 
mean range 1'438 inch, the greatest of any month in 
the year. 

In the month of February the mean temperature 
increases to 39°*75, nearly 4°; the mean maximum 
temperature rises to 45^'94, nearly 5', while the mini- 
mum advances to 33^''-67 ; the ■temperature of the 
radiant thermometer averaging SS^-SQ, 2''*19 higher 
than in January. The greatest force of radiation is 
slightly diminished, being only 11^-70, but the average 
effect is increased to 5''08. 

The power of the sun rises to G°'4'2, and its greatest 
intensity to 18°. The range of the diurnal temperature 
of the air is from 66' to 1 0°. 

The dew-point advances to SS^'OS, only r'"'5; the 
peculiar laws of the evaporating fluid keeping it back, 
as before explained. The force of the vapour it) U'24y 
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inch. The consequence of this retardation is, that the 
mean degree of dryness advances to S^'T?, and the 
hjgrometric state of the air falls to 892. The average 
degree of greatest dryness is 7^'44» and that of least 
saturation 758. 

The quantity of rain is diminished, being 1*45 inch, 
and the amount carried off by evaporation increases 
to 0-840 inch. 

The mean pressure of the atmosphere is 29*926 
inches, and the range of the barometer 1*36 inch. 

With the month of March commences the spring 
quarter, the seed-time of the husbandman, when it is 
so important to the interests of agriculture that the 
superfluous moisture should be exhaled from the earth, 
which would prevent the proper preparation of the 
soil, and destroy the germinating principle of the 
grain. By a wise Providence, therefore, the tempe- 
rature of this month advances 3°'21, while the dew- 
IK)int rises only 1°"84, checked by the same cause 
which began to restrain it in the last month. The 
mean temperature is 42°'96, and the point of pre- 
cipitation 37°'82 ; making the degree of dryness 5°*14, 
and reducing the moisture of the air to 832. The 
elasticity of the vapour is '263 inch. The evapora- 
tion is nearly doubled, amounting to 1*643 inch, and 
exceeding the quantity of rain, which is at its mini- 
mum, 1 -36 inch. The average degree of greatest dry- 
ness is 10°-63, and that of least saturation 704. 

It is during the day that the heat accumulates 
most, the maximum rising to 50°'86, and the minimum 
to 35^*41, an increase of nearly 5"^ in the former, and 
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ouly 1^-74 in the latter. The temperature of the air 
ranges from 75° to 19°. The amount of radiatiou ie 
0°*28, an increase of only two-tenths of a degree, and 
its maximum effect is 13°. The greatest force of the 
sun's direct rays is 28°, and their raeau maximum 
effect 9-98. 

The height of the barometer is 29'y35, and its 
range 1209 inch 

In April, the mean temperature of the air rises 
4^° to 47^'57, and the constituent temperature of the 
vapour only 2'''75 to 40°'57, making the amount of 
dryness 7°00. The degree of moisture is conse- 
quently no more than 773. The mean of maximum 
dryness 13''"74, and the mean of minimum saturation 
627. The elasticity of the Tapour -286 inch. Evapo- 
ration is increased to 2-520 inches, and the tjuantity 
of rain does not exceed 1-55 inch. The power of 
radiation from the earth is raised to 12°'10, and its 
mean effect of 5°'61 approaches its highest amount. 
The power of the sun averages 11°'31, and the highest 
observed effect is 27°. The heat of the air ranges 
between 78° and 16°; the mean maximum being 
57"'*14, and the mean minimum 37°-75. 

'J'he mean height of the barometer for this month 
is 29 919 inches, and its average range 1099 inch. 

Tn May, the temperature of the air still outstrips 
the advance of the vapour, and the atmosphere 
attains its state of greatest dryness. The mean of 
the former is 55''-26. that of the latter 46 79. The 
state of saturation 762, the degree of dryness 8'^'47, 
the mean minimum of the former 590. tlie mean 
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maximum of the latter 15^*99. Elastic force of the 
YiqK>ar '361 inch. ETaporation amounts to 3*999 
inches* and rain to 1*67 inch. The power of the 
sun is 40^ its mean greatest influence 17^*18. The 
force of radiation, from the surface of the earth, is 
12^ ; its nightly effect, now at its maximum, is 5^*59. 
The increase of this effect implies a rather less clouded 
state of the atmosphere than that of the preceding 
month. The mean maximum of the air is 66^*02, the 
mean minimum 43^*56 : the range of the thermometer 
from 86^ to 26^. 

The height of the barometer is 29*959, its range 
0*952 inch. 

In June, the first month of the summer quarter, 
the advance of the dew-point is rather more rapid 
than that of the daily temperature: the former ave- 
rages 53°-16, the latter 60°*68. The degree of dryness 
is 7°*72, and the state of the air*8 saturation 763. 

The force of the vapour -446 inch. 

The quantity of evaporation falls a little short of 
that of the last month, and amounts to 3*750, and 
the quantity of rain is 1*980 inch. 

The energy of the sun's beams continues to in- 
crease, though its maximum effect is a little less ; the 
former amounts to 1 8°*60, and the mean of the latter 
38''. Tlio temperature of the air does not attain its 
maximum till the two following months. This ar- 
rangement must have an extremely important influence 
upon the fructification of the vegetable kingdom, and 
the horticulturist and botanist would do well to attend 
inoro particularly, than has hitherto been done, to the 
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different modifications of heat of radiation and heat of 
temperature. Experience has suggested many prac- 
tical precautions and artifices evidently connected with 
this subject, and it is almost certain that a scientific 
attention to those particulars would tend much to the 
benefit of the art of gardening. 

The force of radiation from the earth, I liave 
ouce observed in this month to be 17°, the greatest 
eifect that has ever come under my notice : its mean 
amount is 4'^'95. 

As connected with the subject to which I have 
alluded above, it is worth while to notice that there 
is not a single month in the year, in which vegetation, 
in particular situations, is not exposed to a tempera- 
ture below the freezing point. The two hottest 
months are July and August, and even in them the 
radiant thermometer descends to 31''-10 and 29°*. 
Thus, a plant might be so situated, in the month of 
July, as to undergo all the changes of heat from 130° 

to srio. 

The mean maximum dryness of the month is 15°-26; 
the mean minimum saturation 614. The maximum 
temperature of the air averages 71^'69, the minimum 
49°-89. The range of the thermometer is from 93° 
to 35°. The mean pressure is 29'970 inches, and the 
mean variation 0*84 inch. 

In July, the increase of vapour is rattier greater 
than that of temperature, and both attain their 



* [These reaulu, from a more extended series of observalio 
differ slightl7 from those quoted at p. 228.] 



maxitnuDJ. The mean heat of the air is 63"'] 7, anu 
that of the dew-point 55°-37. The force of the vapour 
■482 inch. The degree of dryness is T'SO ; the hygro- 
metrlc degree 779- Mean maximum dryness of the 
day 15°'29. Mean minimum moisture 613. Evapo- 
ration advances to 4-247 inches, and the rain attains 
the quantity of 2*44 inches. 

The increase of the mean temperature here appears 
to be principally derived from the night, for the mean 
maximum is only 74°'09, while the mean minimum 
has risen to 51°'95. This must be owing to the cool- 
ing power having been checked by a cloudy sky, and 
accordingly we find that the elfect of radiation has 
felien to 4°'18, while its greatest power is 10°. 

The force of the sun's rays increases to 40°, and 
this is probably their utmost power, as the follow- 
ing month exhibits a slight decrease. Their average 
greatest eftect is at the highest, and amounts to 19°'42, 
Mr. Howard's explanation of the mean temperature 
always being about a month behind the sun's place in 
declination, is, no doubt, as correct as it is ingenious; 
namely, that "as the sun advances in north declina- 
tion, the heat we derive from him increases, actually 
in proportion to his altitude, but not sensibly; because 
a part of it is required to heat the earth, and is lost 
there by absorption. As he declines southward in 
the autumn, the heat we receive actually grows less 
in proportion, but not sensibly; because we now re- 
ceive back a certain quantity from the warm earth." 

The greatest range of the temperature of the air 
fur tills month is from 94°-40 to 37''-40. 
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The height of the barometer is 29'952 iuches, and 
the mean range "808 inch, the least in any month 
in the year. 

The particulars of the month of August remain 
much the same as those of the month of July. The 
warm nights continue, and the heat of the day is 
undiminished. The mean temperature la 62°'78 ; the 
maximum of the day, 73'^*58 ; and the minimum of 
the niglit, 51°'72. The range of the thermometer 
from 93° to 36°. The force of the sun's rays 37°; 
and their average maximum effect 18°. The power 
of radiation from the earth 10°, and its mean amount 
4°-84. 

The dew-point is {i5°'16, and the elastic force of 
the vapour '479. The degree of dryness 7'^"62, and 
the state of saturation 786. Mean maximum dryness 
14'''98 ; mean minimum moisture 631. 

Evaporation is nearly the same as in the last month, 
amounting to 4*030 inches, but the rain is slightly 
decreased ; the amount being 2-37 inches. 

Mean height of the barometer 29*971 inches; 
mean range -943 inch. 

In September, the first month of Autumn, the 
reduction of temperature begins to be sensibly felt; 
but, still, less in the night than during the day. The 
mean temperature declines to 67^^; the maximum to 
67°'D5, and the minimum to 47°'17; the greatest 
range of the thermometer being between 82° and 29". 

The mean dew-point is 50'^''49, and the elasticity of 
the vapour "407 inches; the dryness of the air ff'-Ql, 
and its state of saturation 801. Mean maximum dry- 
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De8s 14^*24 ; and mean minimum moisture 652. The 
precipitation and evaporation are again nearly upon a 
par ; the former attains its maximum, and averages 
2*97 inches, the latter 3*030 inches. The power of 
the sun is considerably decreased, having fietUeu to 
30^*6, and its mean daily amount 16^*11. Terrestrial 
radiation is also diminished, falling to 9^ and averag- 
ing 4''-23. The height of the barometer is 29*882 
inches, and its mean range 1067 inch. 

In October, the mean temperature falls nearly 7**, 
and does not exceed 50^*37 ; the maximum and mini- 
mum averaging, respectively, 59°* 16 and 41^*99. The 
dew-point declines less rapidly, falling only to 45°*64, 
The dryness is reduced to 4°-73, and moisture in- 
creases to 830. The average daily greatest dryness 
is 9^^*85, and the mean minimum saturation 710. 
Evaporation decreases to 2*139 inch, while the rain 
continues very considerable, the amount for the month 
being 2*46 inches. Now that the fruits of the 
earth are laid up in store, this large amount of 
wet is attended with no injurious effects; the re- 
maining heat of the earth is preserved from a need- 
less expenditure, and guarded from dissipation by 
an increasing canopy of clouds. The effect of radia- 
tion is reduced to 4°-63, and its greatest force to 9°. 
The power of the solar rays declines to 36°, and their 
mean effect to 12^-10. The greatest range of the 
air's temperature is from 80° to 20°. The mean elas- 
ticity of the vapour is '336 inch, the pressure of the 
whole atmosphere 29*949 inches, and the average 
range of the barometer 1*273 inch. 
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In the dark and dreary month of November, the 
atmosphere is nearly enturated witli moisture. The 
temperature of the air is 43''-12, and the dew-point 
averages no lower than 39°"87; the dryness is only 
y°'25, and the dampness amounts to 878. Tlie pre- 
cipitations are augmented to 2-58 inches, and only 
1'170 inch is carried ott' by evaporation. The maxi- 
mum dryness of the days is but 7°'62, and the least 
degree of moisture 773. The effect of the sun's rays, 
whose greatest power is 19°, is scarcely G°-3, and that 
of terrestrial radiation only 4''14, its intensity being 



The mean highest point of daily temperature is 
50°'44, and the mean lowest 36^-93; the utmost range 
of the thermometer being from 63" to 16", 

The mean elasticity of the vapour is -279 inch ; 
the pressure of the whole atmosphere, 29834 inches, 
and the range of the barometer V377 inch. 

The month of December closes the year with 
nearly the same characters as those of the last month; 
mean temperature, 40°'09 ; mean maximum, 46°'47 ; 
mean minimum, 34°'96 ; greatest range, from 01° to 
10". 

The greatest force of the sun's rays is 13°, their 
mean influence, 3'^"48 ; [lower of terrestrial radiation, 
9"; mean effect, 4'13. 

Temijerature of the dew-point, 37°"47 ; degree of 
dryness, 2°'62; and state of saturation, 928; mean 
maximum dryness, 5°'46; mean mininium moisture, 
810. 

Amount of precipitation, 1'65 inches; of evapora- 
tion, 0-620 inch. 
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The elasticity of the vapour, *260 inch ; pressure 
of the atmosphere, 29*957 inches, and range of the 
barometer, 1*281 inch. 

I have not, in the preceding summary, noticed the 
prevalent winds of the several months, or distinguished 
the quality of the vapour transported from the dif- 
ferent quarters of the compass. I have thought it 
better to separate this view of the subject from the 
preceding, and to present the results in a tabular 
form. The following Table exhibits the average num- 
ber of days on which the different winds blow in each 
month of the year, together with the mean dew-point 
of the vapour which is wafted by them : — 
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This Table is constructed from the observations of 
the morning, afternoon, and night, leaving out those 
of the minimum temperature ; and therefore the total 
means differ slightly from those already given. This 
has been done for the sake of forming a standard 
of comparison, whereby to judge of the state of the 
weather from hygrometric observations. The mean 
monthly temperature of the dew-point affords a useful 
criterion for this purpose, but the average state of 
each vnnd is much more accurate; and when the Table 
shall have been improved by the results of a longer 
series of experiments, an almost in&llible judgment 
may be formed from it of the probability of atmo- 
spheric changes. 

It will be observed in the Table, that the northerly 
winds and the southerly are in nearly equal propor- 
tions, but that the westerly are to the easterly nearly 
as two to one. These proportions are preserved in 
the several quarters of the year. 

It is also worthy of remark, that the dew-point of 
the sea winds, viz., the S.W. W. and N.W. is 3"" 
higher than that of the land winds from the opposite 
quarters, viz., N.E. E. and S.E. 
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TEMPERATURE. 




Date. 1 


Mean Max. 


Max. 


Mean Max. Mean Min. 


Min. 








Shade. 


Shade. 


Son. 


Diir. 


Shade. Max.San. 


Diff. 


Shade. 


Bad. 








o 


o 


O 


O 


o 


o 


o 


o 


o 






1826 


51-83 


93 


116 


23 


58-37 


72-20 


14-8 


11 


3 






1827 


49-70 


89 


118 


29 


68-59 


72-93 


14-3 


12 


4 






1828 


51-63 


85 


107 


22 


59-68 


71-82 


12^1 


21 


13 






1829 


47-80 


84 


110 


26 


55-71 


68-06 


12-4 


15 


5 






1830 


49-30 


88 


117 


29 


57-67 


71-54 


18^9 


10 


4 






1831 


51^60 


86 


117 


31 


60-52 


73-68 


13^1 


13 


5 






1832 


50^80 


85 


110 


25 


68-56 


73-22 


14^7 


22 


14 






1833 


50^90 


87 


126 


39 


59-56 


75-82 


16^3 


22 


12 






1834 


52-00 


94 


130 


36 


61-27 


76-77 


16^5 


24 


15 






1835 


50^40 


92-3 


120 


27-7 


69-75 


69-87 


10^1 


16-2 


8-6 






1836 


49^38 


94-4 


128-3 


33-9 


57-70 


68-10 


10^4 


13-1 


7-7 






1837 


48-52 


86-9 


113-9 


27 


57-39 


65-91 


fr5 


12-2 


10 






1838 


47-67 


84 


107 


23 


66-47 


63-53 


M 


— 4-5 


— 12 






1839 


49-61 


85 


110 


25 


57-67 


68-24 


10^6 


17 


9 






1840 


48-78 


87 


108 


21 


57-95 


68-71 


10^8 


12 


1 






1841 


49-32 


84 


104 


20 


57-89 


64-23 


6^3 


6 


1* 






1842 


49-80 


93 


120 


27 


59-16 


69-70 


10-6 


18 


11 






MMOi .. 


49-94 








58-46 


70-25 












BxtrsniM 


1 52-00 


94-4 


130 


36 


61-27 


76-77 


16-3 










147-67 








55-71 63-53 


l-4-fi 


^ —12 






Date. 


BARO>{ 


[ETER. 


FORCE OP VAPOUR. 






Mean. 


Highest. 


Lowest. 


Range. 


Mean. 


Highest. 


Lowest 






1826 


30-065 


30-650 


28-752 


1-898 


-383 


•723 


•081 






1827 


29-900 


30-729 


28-881 


1-848 


•378 


•748 


•088 






1828 


29-921 


30-594 


28-997 


1-597 


-400 


•799 


•136 






1829 


29-932 


30-665 


28-978 


1-687 


-350 


•723 


•103 






1830 


29-914 


30-787 


28-720 


2-067 


•378 


•973 


•084 






1831 


29-900 


30-665 


28-943 


1-722 


•411 


•799 


•121 






1832 


30-007 


30-591 


29-156 


1-435 


•396 


•773 


•136 






1833 


29-905 


30-783 


28-910 


1-873 


•382 


•699 


•126 






1834 


30-055 


30-674 


29-071 


1-603 


•382 


-799 


•112 






1835 


29-981 


30-856 


28-851 


2-005 


•379 


-826 


•107 






1836 


29-886 


30-733 


28-655 


2-078 


•367 


•799 


•095 






1837 


29-958 


30-713 


28-801 


1-912 


•370 


-854 


•078 






1838 


29-882 


30-601 


28-673 


1-928 


•355 


-773 


•051 






1839 


29-896 


30-573 


28-978 


1-595 


•379 


-826 


•092 






1840 


29-927 


30-726 


28-597 


2-129 


•350 


-699 


•099 






1841 


29-785 


30-512 


28-808 


1-704 


•347 


-799 


•081 






1842 


29-924 


30-582 


28-703 


1-879 


•387 


-854 


•107 






Means .. 


29-931 






1-815 


•376 








Extrcmea 


) 30065 
[l 29-785 


30-856 


28-597 


2-129 
1-435 


•411 
•347 


•973 


•051 





8BVENTEEN 


YEARS' OBSERVATIONS. 
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TEMPERATURE. | 


DSW-POINT, 


Data. 








mT 


Mon 












M«m 


UcHUtl 




Dlff. 


abtdo. 


tUD.R«l 


DIR 


Mtu. 


Mu. 


uu. 


Dr)fl.=-. 


Drji™ 






o 


o 


t, 


o 


o 


a 




o 


a 


o 






8 


43-78 


37-26 


6-5 


47-48 


70 




11 


4-21 


29 


1826 






8 


42-06 


36-36 


5-7 


47-70 


71 




13 


4 


27 


1827 






8 


43-59 


38-21 


5-3 


49-80 


73 




24 


3 


24 


1828 






10 


40-0! 


34-33 


5-7 


45-25 


70 




17 


2-637 


25 


1829 






6 


41-19 


35-61 


5-5 


47-00 


79 




12 


3-43 


24 


1830 






8 


43-47 


38-28 


5-2 


49-80 


73 




21 


2-9 


28 


I83I 






8 


41-2S 


36-11 


5-1 


48-10 


72 




24 


2-69 


28 


1832 






10 


40'9S 


36-16 


4-8 


47-70 


69 




22 


314 


30 


1633 






9 


42-90 


38-52 


4-4 


48-40 


73 




19 


4-16 


35 


1634 






7-6 


40-09 


37-10 


2-9 


47-50 


74 




18 


3-56 


32 


1835 






5-4 


41-03 


35-94 


2-1 


46-59 


73 




15-5 


3-09 


36 


1836 






2-2 


39-67 


35-66 


40 


46-42 


75 




10-5 


3-06 


as 


1837 






7-5 


39-38 


35-44 


3-9 


45-07 


72 







3-32 


43 


1838 






8 


41-61 


37-26 


4-4 


47-38 


74 




14 


4-12 


31 


1839 






11 


39-59 


34-70 


4-8 


45-23 


69 




16 


4-48 


37 


1840 






5 


40-71 


37-52 


3-2 


47-88 


73 




11 


2-48 


28 


1841 






7 


40-49 


36-43 


4-0 


47-86 


75 




18 


3-46 




1842 






41-38 


36-52 




47-36 






3-309 




Hon. 


n 


43-78 


38-52 


G-5 


49-80 


79 






4-48 


43 t 


B.«™ 






39-38 


34-33 




45-07 









■2-48 


1 






SATURATION. 


No. of D^ In U» Yi« flBrlBi »hl=h Mch WtaJ proll.. 


Dim. 


Hmb. 


Uiwta- 


lUIn 


N. 


HJ. 


B. 


a.B. 


B. 


B.W 


w. 


K.W. 


876 


377 


21-83 


19 


55 


27 


37 


44 


65 


68 


61 


1836 




874 


414 


22-18 


24 


32 


30 


38 


53 


71 


66 


61 


1827 






905 


457 


27-85 


18 


35 


44 


30 


52 


82 


68 


36 


1828 






799 


441 


26-12 


28 


76 


56 


20 


41 


58 


46 


40 


1829 






878 


457 


24-27 


20 


36 


46 


21 


50 


79 


90 


23 


1830 






909 


391 


26-93 


24 


33 


49 


11 


75 


83 


71 


19 


1831 






916 


382 


21-59 


30 


40 


45 


25 


63 


68 


72 


23 


1832 






903 


377 


25-80 


25 


50 


33 


16 


57 


78 


86 


20 


1833 






867 


320 


20-39 


18 


48 


40 


22 


77 


86 


56 


18 


1834 






886 


356 


-23-17 


33 


30 


28 


21 


67 


96 


66 


24 


1835 






905 


310 


28-73 


21 


38 


26 


13 


62 


126 


57 


23 


1836 






907 


273 


19-88 


35 


59 


30 


17 


64 


67 


52 


31 


1837 






894 


235 


21-57 


38 


61 


34 


27 


48 


72 


47 


38 


1838 






904 


346 


28-30 


17 


51 


35 


29 


64 


79 


54 


36 


1839 






833 


324 


18-87 


29 


46 


47 


11 


38 


76 


84 


33 


1840 






915 


373 


30'97 


17 


48 


17 


18 


59 


96 


75 


35 


1841 






899 


427 


22-31 


20 


67 


44 


15 


53 


74 


63 


29 


1842 




886 


368 


24-16 


24- 


47-2 


3^T 


2^8 


56^1 79-8 


65^ 


3W 


M<». 


916 




30-97 


38 


75 


56 


38 


77 126" 


lo" 


"eT 


H 1 




799 


235 


18-87 


17 


30 


17 


11 


38 1 58 


46 


18 


f 22 J 



MONTHLY MEAN RESULTS Of 





TEMfERiTtBE. 


M«ui 


Mu 


Mu. 




Mb 


uMu. 


M«n 




Mta. 


KJ«. 






Slude. 


ShHbi. 




Diff. 


Bbxle. 


MiutSon 


Dtir. 


Slia^g. 


Bad. 






J) 


o 


^ 


o 




p 





a 


o 


o 




1826 


32-80 


48 


63 


15 


37-10 


44-60 


7-50 


n 


3 




1827 


32-50 


53 


62 


9 


40-70 


47-30 


6-60 


12 


5 




1828 


40-50 


60 


70 


10 


46-00 


50-90 


6-60 


24 


15 




18:29 


32-80 


49 


63 


14 


37-50 


43-50 


6-00 


17 


9 




1830 


31-70 


45 


52 


7 


36-00 


39-12 


3-12 


10 


7 




1831 


35-50 


50 


66 


16 


39-93 


45-83 


5-90 


20 


8 




1832 


37-20 


51 


60 


9 


42-22 


47 51 


5-29 


22 


15 




1833 


35 50 


47 


59 


12 


39-29 


42-42 


313 


22 


12 




1834 


45-40 


58 


62 


4 


50-29 


53-09 


2-80 


28 


18 




1835 


39-70 


52-7 


59 


6-3 


44-67 


46-92 


2-25 


18-9 


14-9 




1836 


38-96 


54-5 


55-4 


0-9 


44-17 


45-19 


1-02 


13-1 


7-7 




1837 


38-50 


50-9 


51-8 


0-9 


43-28 


43-70 


0-42 


12-2 


7-3 




1838 


27-79 


49 


55 


6 


32-87 


33-55 


0-68 


-4-5 


— 12 




1839 


37-85 


53 


59 


6 


44-66 


49-90 


5-84 


17 


U 




1840 


39-24 


55 


56 


1 


45-57 


48-80 


3-23 


12 


1 




1841 


34-25 


53 


56 


3 




39-90 


41-11 


1-21 


6 


1 




1842 


32-45 


47 


50 


3 




S7-81 


38-87 


1-06 


18 


11 




N»».. 


36-02 








41-1 


44-7 


3-68 










1 45-40 


60 


70 


16 


50-29 


53-09 


7-50 








KitrcmB 


1 27-79 








32-87 


33-55 


0-42 


-4-5 


— 12 






BAHOMETER. 


FOHCE OP VAPODK. 




DM*. 


















Mnn. 


ni^hF*!. 


I^w«L 


lUnp.. 


H«D. 


tllfbcit. 


LowmL 




182{i 


30-110 


30-650 


29-499 


1-151 


-208 


■313 


■081 




1827 


29-911 


30-403 


29-226 


1-177 


-232 


■389 




088 




1828 


29-974 


30-507 


29-200 


1-307 


■292 


-432 




136 




1829 


29-822 


30-405 


29-088 


1-317 


-216 


■302 




107 




1830 


30-043 


30-787 


28-720 


2-067 


-212 


■251 




112 




1831 


29-885 


30-665 


29-151 


1-514 


-243 


■349 




121 




1832 


30-01 1 


30-509 


29-379 


1-130 


-253 


-361 




136 




1833 


30-242 


30-783 


29-443 


1-340 


-241 


-336 




131 




1834 


29-756 


30-449 


29-07 1 


1-376 


-328 


■447 




142 




1835 


30-109 


30-856 


29-OSl 


1-775 


■265 


■389 




112 




1836 


29-968 


30-733 


28-978 


1-755 


-277 


-389 




095 




1S37 


29-956 


30-585 


29-344 


1-241 


-264 


■389 




103 




1838 


29-927 


30-447 


29-328 


1-119 


•190 


-336 




051 




IS30 


29-916 


30-573 


29-039 


1-534 


■253 


■361 




)92 




1840 


29-828 


30-588 


28-742 


1-846 


-272 


-402 




099 




1841 


29-772 


30-505 


28-864 


1-641 


■200 


-375 




[)81 




1842 


29-969 


30-452 


29-100 


1-352 


■223 


-336 


-116 




MWM . 


29-952 




1 1-438 


•245 








Bitroma 


; 30-242 


30-856 




2-067 


■328 


-447 






129-755 




28-720 


1-119 


-190 




-051 





SEVENTEEN YEARS 


OBSERVATIONS. JANUARY. 34 




TEMl'EBATURB, 


DEW-POINT. 


D'lo. 






Dur. 


Mln. 
Shid.. 


Mlo.lUd. 


Diar. 


m™. 


M«. 


HlQ, 


nX, 


GftMtMt 





o 


a 


~ 


o 


c 


o 


o 


o 






8 


28-50 


22-36 


6-14 


31-10 


46 


11 


1-7 


17 


1826 






7 


29-20 


24-20 


500 


34-70 


52 


13 


1-8 


11 


1827 






9 


35-00 


30-60 


4-40 


41-20 


55 


24 


M 


8 


1828 






8 


28-10 


22-80 


5-30 


32-00 


45 


18 


1-5 


7 


1829 






3 


27-50 


23-74 


3-76 


31-50 


40 


19 


1-35 


11 


1830 






12 


31-09 


2709 


4-00 


35-40 


49 


21 


0-67 


8 


1831 






7 


32-19 


27-64 


4-55 


36-60 


50 


24 


0-21 


6 


1832 






10 


31-29 


25-80 


5-49 


35-10 


48 


23 


0-34 


5 


1833 






10 


40-64 


36-48 


4-16 


44-80 


56 


25 


1-23 


11 


1834 






4 


32-79 


2903 


3-76 


3810 


52 


19 


0-88 


8 


1835 






5-4 


33-76 


25-72 


8-04 


37-80 


52 


15-5 


0'77 


10 


1836 






4-9 


34-00 


30-50 


3-50 


38-00 


52 


17 


0-17 


8 


1837 


1 




7'5 


22-72 


19-12 


3-60 


28-40 


48 





0-75 


9 


1838 


1 




G 


31-64 


■27-26 


4-38 


36-89 


50 


14 


1-08 


11 


1839 






11 


32-71 


28-51 


4-20 


39-31 


53 


16 


0-74 


10 


1840 






5 


28-61 


24-35 


4-26 


34-58 


51 


11 


0-61 


9 


1841 






^ 


27-09 


23-22 


3-87 


32 89 


48 


20 


M2 




1842 






30-99 


26-4 


4-5 


36 






-94 




M^«. 


12 


40-64 


36-48 


8-04 


44-80 


56 




1-80 


17 1 




^ 




22-72 


19-12 


3-50 


28-40 







0-17 


1 


Kxlremft 






8ATCRATION. 


No. at Dnyt In llie Mnnlb diuinR whtcb mch nind pnnlli 


D-* 


M«a, 


Loimt 


Rain 


N. 


K.E. 


B. 


S.E. 


«. 


B.W, 


w. 


N.W. 


963 


550 


0-27 


3 


2 


7 


6 


1 


5 




4 


18-26 




935 


665 


0-57 


5 


4 


a 





2 


6 




g 


1827 






965 


759 


3-71 


1 


4 


3 




7 


8 







1828 






964 


787 


0-30 


4 


11 


8 




I 


I 




3 


1829 






954 


685 


1-54 


8 


13 


5 







2 




1 


1830 






979 


758 


1-02 


4 


6 


6 




8 


1 







1S31 






999 


838 


1-32 


2 


1 


5 




9 


8 




2 


1832 






992 


843 


0-52 


1 


11 


8 




3 


4 







1833 






973 


682 


2-S7 


1 





1 




9 


11 




a 


1834 






970 


677 


0-72 


2 


2 


2 




3 


10 




2 


1835 






985 


715 


2-01 





2 


3 




11 


9 







18.16 






995 


842 


303 


4 


2 


3 




7 


8 


5 


1 


1837 






979 


735 


0-27 


5 


11 


5 




4 


I 





2 


1838 






962 


676 


1-27 


1 









1 


5 


10 


10 


1839 






971 


712 


2-48 


I 




2 




6 


7 


10 


1 


1840 






976 


708 


2-60 


5 




2 




1 


6 


7 


5 


1841 






961 


730 


1-06 


2 




2 




4 


5 


3 


7 


1842 




972 


728" 


1-56 


2-8 


4-7 


T7 


~?4"|T5 


Tt" 


~4^ 


~2^ 


M«n. 


999 




3-71 


8 


IT 


8 


8 1 11 


TT 


10 


101 


^.™ 




985 


550 


0-27 


. 







1 


I 





0( 






■ 




1 



342 



MONTHLY BfEAN RBSUUTS OF 



DiUa. 


TBMPERATFRB. 


ICcan 


Max. Max. 


Mean Max. 


Mean 




Mfai. 


Mia. 






Shade. 


Shade. Bmn. 


Dfff. 


Shade. 


Max.Bni. 


Dfff. 


Shade. 


Rai. 






o 


o 


o 


o 


o 


o 


o 


o 


o 




1826 


42-28 


56 


68 


12 


49-40 


58-50 


9-10 


26 


19 




1827 


36-00 


57 


71 


14 


40-20 


49-90 


9-70 


15 


4 




1828 


41-60 


60 


69 


9 


47-50 


55-30 


7-80 


23 


17 




1829 


39-70 


52 


70 


18 


45-10 


53-20 


8-10 


15 


5 




1830 


36-60 


59 


72 


13 


42-85 


50-10 


7-25 


10 


4 




1831 


42-50 


65 


80 


15 


49-50 


59-42 


9-92 


13 


5 




1832 


38-50 


54 


66 


12 


44-69 


53-79 


9-10 


24 


14 




1833 


43-70. 56 


65 


9 


49-75 


55-00 


5-25 


29 


•20 




1834 


41-50 ! 59 


72 


13 


48-93 


57-28 


8-35 


24 


16 




1835 


43-20 


56-3 


59 


2-7 


50O0 


53-60 


3-60 


23-9 


18^ 




1836 


38-00 


53-6 


68-9 


15-3 


44-24 


52-16 


7-92 


19-4 


7-7 




1837 


41-20 


55-4 


58-1 


2-7 


47-76 


49-44 


1-68 


26-6 


17-6 




1838 


33-76 


53 


56 


3 


39-89 


41-53 


1-64 


14 


9 




1839 


40-40 


53 


71 


18 


47-14 


55-67 


8-53 


20 


14 




1840 


39-30 


53 


61 


8 


44-96 


49-31 


4-35 


24 


16 




1841 


36-60 


56 


62. 


6 


41-42 


44-14 


2-72 


14 


8 




1842 


40-03 


54 


65 


11 


47-71 


51-78 


4-07 


23 


18 




UmnM.. 


39-75 








45-94 


52-86 6-42 








Eztramei 


1 43-70 


65 


80 


18 


50KX) 


69-42 


9-92 








1 33-76 








39-89 


41-53 


1-64 


10 


4 






BAROMETRR. 


FORCE OP VAPOUR. 




Date. 




















Mean. 


Highest 


Lowest. 


Range. 


Mean. 


Higheat. 


Loweai. 




1826 


30-075 


30-500 


29-418 


1-082 


•304 


-389 


-165 




1827 


30-105 


30-635 


29-459 


1-186 


•200 


-402 


-103 




1828 


29-854 


30-521 


29-048 


1-473 


•292 


•402 


•147 




1829 


30-086 


30-665 


29-102 


1-563 


•264 


•389 


•107 




1830 


29-941 


30-401 


29-381 


1-0-20 


-236 


-463 


•084 




1831 


29-874 


30-446 


28-994 


1-452 


•299 


-463 


•153 




1832 


30-109 


30-591 


29-231 


1-360 


-262 


-417 


•153 




1833 


29-565 


30-070 


29-096 


0-974 


-314 


-447 


-186 




1834 


30-177 


30-517 


29-663 


0-854 


•280 


-417 


-142 




1835 


29-854 


30-531 


29-039 


1-492 


-265 


-417 


•142 




1836 


29-862 


30-527 


28-688 


1-839 


-247 


-361 


-131 




1837 


29-969 


30-487 


29-162 


1-325 


-277 


-432 


-142 




1838 


29-625 


30-454 


28-740 


1-714 


•222 


•-389 


•103 




1839 


29-999 


30-559 


29-467 


1-092 


-272 


-402 


•121 




1840 


29-950 


30-661 


28-597 


2-064 


-257 


-389 


•116 




1841 


29-768 


30-346 


29-071 


1-265 


-213 


•375 


•088 




1842 


29-942 


3C 


M88 


29-115 


1-373 


•288 


•375 


•159 




Means .. 


29-926 






1-360 


-264 








mm • 


(30-177 
\ 29-565 


30-665 




2K)64 


-314 


-463 






lEztremei 




28-597 


0-854 


•200 




•084 





SEVENTEEN 


YEARS' OBSERVATIONS. FEBRUARY. 343 


' 


TKMHKRATUBE. 1 


DEW-l-OlNT. 


Dita. 






M-D 


M»n ' 








Una 


U».K.t 


aa. 


Bh^. 


MU.,I1«1.I Diff. 


U«n. 


Mu, 


Mil., 




Uflim* 






o 


a 


o 


o 


Q 


o 















7 


42-00 


32-80 


9-20 


42-20 


52 


29 


2-08 


12 


1826 




11 


27-60 


20-70 


6-90 


30OO 


53 


17 


4-30 


17 


1827 




6 


35-70 


SO' 70 


5-00 


41-10 


53 


26 


1-50 


9 


1828 




10 


34-30 


29-30 


5-00 


38-80 


52 


18 


1-60 


15 


1829 




G 


3035 


24-89 


5-46 


34-50 


57 


12 


2-64 


10 


1830 




8 


35-64 


29-60 


6-04 


41-60 


57 


27 


1-70 


16 


1831 




10 


32-48 


■28-24 


4-24 


37-80 


54 


27 


0-67 


10 


1832 




9 


37'69 


33-35 


4-34 


42-90 


56 


32 


0-66 


8 


1833 




B 


34-06 


28-47 


6-59 


40-00 


54 


25 


1-40 


14 


1834 




8-0 


36-42 


32-00 


4-42 


41-40 


54 


25 


1-67 


11 


1835 




11-7 


31-88 


24-89 


6-99 


36-00 


50 


23 


1-91 


14 


1836 




9-0 


34-64 


29-92 


4-72 


39-70 


55-5 


25 


1-20 


16 


1837 




5 


27-64 


24-78 


2-86 


32-79 


52 


17 


1-56 


14 


1838 




6 


33-67 


28-89 


4-78 


38-99 


53 


21 


1-39 


13 


1839 




8 


33-65 


28-72 


4-93 


37-21 


52 


20 


2-13 


12 


1840 




6 


31-78 


29-17 


2-61 


35-72 


51 


13 


1-60 


16 


1841 






5 


32-96 


29-71 


3-25 


40-69 


51 


28 


1-07 




1842 








33-67 


2859 


5-08 


38-31 






1-70 




Ma>» 




1-70 


420 


3335 


9-20 


42-90 ; 57 




■2-64 


17 1 


Ext™. 




27-6 


20-70 


2-61 


30-00 1 


13 


066 


1 






eATURATlON. 


No. of Diiyi la U» Mmtb dnriDi vhlD 


.«rf.WlBdp««U.. 


^ 


























Man. 


LowM. 


iBlUhll. 


N. 


«.B. 


B. 


S.E. 


B, 


8.W. 


w. 


w.w 






923 


CGO 


1-71 














8 


9 


9 


2 


1826 




SG2 


550 


0-79 


8 


3 


8 


2 


3 





2 


2 


1827 






960 


682 


0-94 


2 


3 


3 






3 


5 


6 


1828 






!I43 


007 


1-07 


1 


2 


6 






4 


S 


5 


1829 






915 


715 


1-33 


2 


8 









4 


11 





1830 






934 


574 


2-27 


1 


1 


3 






6 


10 


1 


1831 






973 


853 


0-23 


6 


5 


3 






3 


1 


1 


1832 






975 


756 


3-98 


3 


2 


2 






9 


7 





1833 






942 


617 


0-37 


1 


2 


1 






5 


7 


2 


1834 






970 


677 


0-72 


2 


2 


2 






10 


6 


2 


1835 






943 


640 


1-61 


5 


•2 


3 






13 


2 


3 


1836 






935 


376 


2-01 


2 


1 


1 






8 


4 


1 


1837 






948 


731 


2-22 


3 


8 


7 






3 


1 





1838 






957 


634 


2-19 


1 


3 









6 


11 


3 


1839 






937 


658 


1-25 





4 


8 






11 


1 


2 


1840 






942 


583 


0-76 


1 


n 


3 


2 




3 


1 


2 


1841 






99G 


710 


1-32 








5 





12 


3 


4 


4 


1842 




945 


660 


1-45 


2-2 


3-3 


"¥2 


~2~ 


4-4 


5-8 


5-1 


2-1 


H«. 


996 




3-98 


8 


11 


~~8~ 


~4~ 


"12' 


"is" 


IT 


~^ 






863 


550 


0-23 














1 





1 









■ 










h 


■ 


■ 


■ 


■ 


1 


1 


1 


I 




I 


■ 


J 
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MONTHLY BfBAN RESULTS OF 



Dttte. 


« 


TEMPERATURE. 


Meu 


Max. 


Max. 




Mean Max. 


Mean 




Xia. 


MiB 






Btaade. 


Shade. 


Son. 


Diir. 


Shade. 


Max.Soa. 


Dur. 


Shade. 


Bad. 






O 


o 


O 


O 




o 


o 


o 


o 


o 




1826 


43-40 


68-00 


88 


20 


4700 


65-00 


18-00 


26 


13 




1827 


43-50 


60KX) 


76 


16 


51-90 


6-2-60 


10-70 


27 


17 




1828 


40-50 


67-00 


95 


28 


53-00 


69O0 


16-00 


24 


13 




1829 


40-50 


60-00 


79 


19 


47-64 


62-45 


14-81 


21 


8 




1830 


48-30 


75-00 


97 


22 


57-11 


69-54 


12-32 


31 


21 




1831 


46-20 


65-00 


81 


16 • 


53-96 


61-58 


7-62 


30 


19 




1832 


42-50 


57-00 


84 


27 


50-11 


64^29 


14-18 


25 


15 




1833 


39-20 


58-00 


70 


12 


46-38 


56-25 


9-87 


23 


13 




1834 


45-00 


60-00 


81 


21 


53-38 


67-54 


1416 


24 


15 




1835 


43-20 


63-50 


68-9 


5-4 


50-12 


55-70 


5-58 


25-2 


18-5 




1836 


45-10 


69-00 


87-2 


18-2 


52-19 


58-26 


607 


25-7 


13-6 




1837 


37-94 


49-40 


61-7 


12-3 


44-34 


51-02 


6-68 


19-4 


lOH) 




1838 


42-16 


62-00 


68 


6 


51-45 


54-58 


313 


24 


18 




1839 


41-95 


5800 


72 


14 


48-32 


59-00 


10-68 


20 


9 




1840 


39-70 


56-00 


66 


10 


48-06 


54-61 


6-55 


19 


12 




1841 


46-35 


67-00 


74 


7 


57-09 


61-93 


4-84 


27 


22 




1842 


44-98 


60-00 


75 


15 


52-48 


61-03 


8-55 


26 


21 




Mmiu.. 


42-96 








50-86 


60-84 


9-98 










1 48-30 
1 37-94 


75 


97 


28 


57-22 


69-00 


18-00 








BztnmM 








44-34 


51-02 


3-13 


19 


8 




Dat«. 


BAROMETER. 


FORCE OF VAPOUR. 




Mean. 


Higbert. 


Lowest. 


Range. 


Mean. 


Highest. 


Lowest. 




1826 


30-077 


30-529 


29-491 


1-038 


•272 


-432 


-131 




1827 


29-748 


30-563 


28-881 


1-682 


-304 


•389 




165 




1828 


29-949 


30-395 


28-997 


1-398 


-292 


-432 




136 




1829 


29-877 


30-403 


29-250 


1-153 


-256 


-389 




142 


I 


1830 


30-144 


30-614 


29-498 


1-116 


-318 


-375 




186 




1831 


29-899 


30-515 


29-177 


1-338 


-335 


-417 




179 




1832 


29-941 


30-380 


29-363 


1-017 


-282 


-389 




172 




1833 


29-872 


30-351 


29-354 


0-997 


-248 


-361 




126 




1834 


30-245 


30-596 


29-559 


1-037 


-224 


-417 




142 




1835 


29-976 


30-606 


28-851 


1-755 


-290 


-432 




131 




1836 


29-973 


30460 


28-655 


1-805 


•315 


-514 




179 




1837 


29-979 


30-431 


29-301 


1-130 


-233 


-324 




092 




1838 


29-839 


30-556 


29-116 


1-440 


-274 


-497 




159 




1839 


29-823 


30-238 


29-261 


0-977 


-271 


-417 




131 




1840 


30-269 


30-726 


29-823 


0-903 


•235 


-336 




121 




1841 


29-895 


30-512 


29-525 


0-987 


-295 


-447 




193 




1842 


29-821 


30-332 


29-152 


0-780 


-327 


-480 


-186 




Means.. 


29-935 






1-209 


-280 








■p 4 ■■m'B 1 jia 


J 30-269 
1 29-748 


30-726 




1-805 


-335 


-514 






Xu^uira 




28-655 


0-780 -233 




-092 





pp 

P SBTENTEBN VEABS' OBSERVATIONS. MARCH. 345 


^ 


1 „™„™. 1 


DEW-POINT. 


„.„. 








«™ 


»«n 










Mmid 


OraileM 




Dtff. 


8h«d>. 


MlnB^l, 


Dlff. 


Mou. 


Mu. 


Min. 


Drynwi, 


Dryneu. 






o 





o 


o 





o 


Q 


o 


a 






13 


35-00 


28-00 


7-00 


39-50 


55 


23 


3-90 


20 


1826 






10 


37-00 


32-80 


4-20 


42-90 


52 


29 


3-00 


20 


1827 






U 


37-00 


30-00 


7-00 


41-00 


55 


24 


4-10 


17 


1828 






13 


S3-32 


27-29 


6-03 


37-OU 


52 


25 


4-33 


22 


1829 






10 


3S-45 


33-22 


6-23 


4!^ 


51 


32 


5-26 


23 


1830 






11 


38-58 


33-58 


5-00 


44-60 


54 


31 


■2-48 


18 


1831 






10 


34-93 


28-90 


eo3 


40-20 


52 


30 


2-78 


28 


1832 






10 


32- IS 


25-80 


6-36 


36-00 


50 


22 


2-99 


17 


1833 






9 


36-80 


31-19 


5-61 


40-70 


54 


25 


4-81 


26 


1834 






6-7 


35-33 


31-36 


3-97 


40-80 


55-5 


23 


1-98 


15 


1835 






12-1 


38-06 


32-28 


5-78 


4290 


60 


3] 


1-58 


15 


1836 






9-4 


31-54 


26-14 


5-40 


34-10 


47 


14 


3-45 


27 


1837 






6 


32-87 


-29-71 


3-16 


39-30 


59 


98 


3-39 


21 


1838 






11 


35-58 


30-54 


5-04 


38-89 


54 


23 


2-81 


21 


1839 






7 


31-35 


25-74 


5-61 


34-42 


48 


21 


4-57 


29 


1840 






5 


35-61 


31-45 


4-16 


44-42 


56 


33 


2-47 


22 


1841 






5 


37-48 


34-29 


3-19 


43-98 


58 


32 


2-31 




1842 






35-41 


30-13 


5-28 


40-23 






3-30 




U«n. 


13 


39-45 


33-58 


7-00 


44-60 


60 




4-81 


29 1 








31-35 


25-74 


3-16 


34-10 




14 


I-5S 


f 


Ellronwi 




"" 


BATUBAT10«, 


No, or DmiiD the M.mth dorini wblol 


t. hWf d idl 










inl*/.'"- 


















ttel*. 






Hon. 


Lawnt. 


N. 


N.a 


B. 


B.E. 


_!_ 


e.w. 


w. 


N-W. 






860 


500 


1-62 


6 


5 







2 


4 


6 


4 


1826 




894 


504 


2-50 


2 










2 


6 


14 


7 


1827 






858 


358 


0-59 


4 


2 


1 




1 


6 


7 


6 


1828 






876 


469 


0-75 


2 


8 


13 









1 


I 


1629 






83G 


472 


0-18 





4 


5 








4 


2 


1830 






!»I7 


540 


1-91 





3 


6 








13 





1831 






892 


382 


1-50 


2 


5 


2 








6 


3 


1832 






911 


559 


1-22 


6 


10 


3 








3 


2 


1833 






855 


397 


086 


1 


4 


5 








6 


3 


1834 






923 


600 


1-97 


1 


7 


1 






10 


8 


2 


1835 






943 


609 


3-30 








1 






17 


4 


1 


1836 






896 


393 


0-54 


5 


12 


1 








2 


4 


1837 






878 


504 


86 


3 


4 


3 






5 


4 


5 


1838 






903 


488 


1-95 


1 


8 


2 






6 


5 


3 


1839 






864 


369 


0-28 


7 


10 


6 









3 


4 


1840 






916 


546 


1-32 








1 




9 


13 


6 


1 


1841 






921 


636 


1-81 


3 










3 


11 


10 


3 


1842 




691 


489 


1-36 


2-5 


4-8 


~2^ 


TF 


T? 


"eT 


6- 


3- 


U«u 


943 




3-30 


7 


12 


IeT 


~r 


~9" 


TT 


IT 


~Y 






836 


358 


0-18 




















1 







^ 
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MONTHLY MEAN RESUI/TS OF 







TBMPBRATURE. 




Data. 


Moan 


Max. 


Max. 




Mean Max. 


Mean 


Min. 


Min. 








Bhada. 


Shade. 


Bun. 


Dur. 


Shades 


Max.San. 


Diff. 


Shade. 


Bad. 








o 


o 


O 


o 


o . 


o 


o 


o 


o 






1826 


50-60 


71 


87 


16 


59-60 


74-80 


15-20 


29 


19 






1827 


51-50 


78 


105 


27 


58-50 


73-20 


15-70 


26 


17 






1828 


49-18 


75 


94 


19 


57-30 


63-60 


6-30 


29 


19 






1829 


46-00 


61 


82 


21 


53-70 


66-66 


12-96 


29 


19 






1830 


50-70 


77 


102 


25 


59*60 


75-96 


16-46 


24 


13 






1831 


51-40 


69 


83 


14 


60-60 


69-63 


9-03 


31 


23 






1832 


48-10 


74 


101 


27 


58-60 


78-56 


19-96 


30 


21 






1833 


47-20 


67 


81 


14 


57-06 


66-96 


9-96 


29 


20 






1834 


46-80 


69 


90 


21 


57-13 


72-36 


15-23 


26 


18 






1835 


48-40 


73-4 


81-5 


8-1 


59-59 


66-43 


6-84 


25-7 


19-4 






1836 


45-30 


63-1 


84-2 


21-1 


53-70 


67-02 


13-32 


27-6 


16*4 






1837 


41-95 


63-5 


70-4 


>9 


50-28 


57-84 


7-56 


23-6 


14H) 






1838 


44-06 


69 


73 


4- 


53-33 


57-76 


4-43 


16 


8 






1839 


44-44 


73 


96 


23 


52-63 


66-16 


12-53 


24 


13 






1840 


49-83 


81 


99 


18 


64-80 


75-96 


11-16 


26 


16 






1841 


47-09 


76 


81 


5 


57-40 


63-70 


6-30 


26 


20 






1842 


46-28 


75 


98 


23 


57-70 


67-06 


9-36 


23 


17 






MeMU .. 


47-57 








67-14 


68-39 


11-31 










DBxtmnM 


(51-50 


78 


105 


27 


64-80 


78-56 


19-96 










141-95 






50-28 


57-76 


4-43 


16 


8 






Date. 


BAROMETER. 


FORCE OF VAPOUR. 






Mean. 


Highert. 


Loweet. 


Range. 


Mean. 


Highest. 


Low*. 


• 




1826 


30-099 


30-445 


29-523 


0-922 


•316 


-514 


•159 






1827 


30-013 


30-386 


29-540 


0-846 


-352 


•570 


-165 






1828 


29-799 


30-383 


29-229 


1-154 


-352 


•590 


•142 






1829 


29-673 


30-158 


28-978 


1-180 


-316 


-447 ► 


-179 






1830 


29-796 


30-283 


29-246 


1-037 


-336 


•514 


•172 






1831 


29-733 


30-470 


29-209 


1-261 


•381 


-532 


•200 






1832 


30015 


30-578 


29-170 


1-408 


-335 


-432 


•159 






1833 


29-765 


30-285 


28-910 


1-375 


-344 


-480 


•208 






1834 


30-178 


30-515 


29-305 


1-210 


-292 


-532 


•112 






1835 


30-138 


30-499 


29-558 


0-941 


-329 


-497 


-121 






1836 


29-872 


30-412 


29-034 


1-378 


-312 


-417 


-121 






1837 


29-811 


30-376 


29-424 


0-952 


-255 


-432 


•078 






1838 


29-807 


30-287 


29-200 


1-087 


-270 


•480 


•131 






1839 


30-094 


30-550 


29-409 


1-141 


-280 


-417 


•159 






1840 


30-076 


30-416 


29-480 


0-936 


-310 


•432 


-159 






1841 


29-839 


30-171 


29-371 


0-800 


-294 


-699 


-172 






1842 


30-022 


30-355 


29-303 


1-052 


-284 


-514 


•147 






wu . 


29-919 






1-099 


-315 










(30-178 
( 29-673 


30-578 




1-408 


-381 


-699 












28-910 


0-800 


-255 




•078 





IBNTEEN 


YEARS' OBSERVATIONS. APRIL. 


347 


^ 


TEMPEnATFRE. 1 


DEW-POINT. 1 


Dile. 






u«. 


NHn 






1 m™1o™..«| 


K 


Sl.^. 


Mln. R>d. 


Dlff. 


"~»- 


Mu, Hin. lor^-. 


Dryiua 








o 


□ 


"T"" ' 


o 





o 


o 


a 






4210 


35-40 


S-70 


43-90 


GO 


28 


6-90 


29 


1826 






39-00 


34-00 


5-00 


46-60 


63 


29 


4-40 


25 


1827 






41-06 


35-26 


5-30 


46-70 


64 


25 


4-14 


20 


1828 






38-40 


32-3G 


6-04 


43-90 


56 


31 


2-57 


17 


1829 






41-93 


36-10 


5-83 


47-10 


GO 


30 


4-36 


24 


1830 






42-20 


36-40 


5-80 


48-40 


61 


34 


3-64 


18 


1831 






37-70 


31-16 


6-54 


44-60 


55 


28 


4-88 


2G 


1832 






3736 


31-76 


5-60 


45-40 


58 


3S 


1-94 


16 


1833 






36*63 


31-00 


5-63 


41-00 


61 


19 


7-04 


30 


1834 




^3 


37-25 


33-17 


4-08 


44-10 


59 


21 


5-13 


81 


1835 




M 


36-95 


30'2a 


6-66 


42-70 


54 


21 


2-97 


24 


1836 




K) 


33-63 


28-50 


513 


36-90 


55 


10-5 


5-24 


35 


1837 






34-80 


31-73 


3-07 


38-82 


58 


23 


5-88 


24 


1838 






36-26 


30-80 


5-46 


39-99 


54 


28 


5-06 


22 


1839 






34-86 


26-93 


7-93 


42-57 


55 


28 


8-56 


37 


1840 






36-70 


32-76 


3-94 


44-32 


69 


30 


4-58 


23 


1841 






34-86 


30-46 


4-40 


40-86 


60 


2G 


6-47 




1842 




?r 


37-75 


32-24 


5-51 


43-40 






4-92 




Sl«.,. 


42-20 


; 36-40 1 7-93 


48-40 


69 




8-56 


37 1 






33-fi3 


26-93 3-07 


36-90 




10'5 


1-94 




Kit.m» 










BATUHATION, [„„ i>fn.y.lnlheMoiilhaiirii.B»litahoK-hWlnapre«U.. 




























taL 


u™. 


Id InohH. 


N. 


N,E. 




8.E. 


B. 


8,W. 


w. 


N.W 






So" 


377 


0-88 


3 


2 




1 


1 


4 


7 


9 


1826 


»0 


428 


0-71 


1 


6 




6 


6 


6 


2 


2 


1827 




IBO 


525 


2-44 


6 


8 




2 


7 


7 


3 


3 


1828 




B7 


556 


4-49 


2 


2 







7 


8 


3 


4 


1829 




169 


457 


2-84 





1 




3 


5 


9 


S 


2 


1830 




»6 


555 


1-9G 


2 


10 




3 


8 





2 


1 


1831 




ffiO 


408 


0-95 


6 


3 




3 


2 


4 


2 


1 


1832 




>34 


589 


2-71 


4 


I 




2 


6 


6 


5 


5 


1833 




113 


347 


0-65 


5 


10 




S 


1 


3 





1 


1834 




H3 


356 


1-07 


8 


4 







I 


7 


6 


3 


1835 




^7 


437 


2-88 


5 


3 




2 


1 


9 


5 


3 


1836 




86 


289 


1-13 


6 


9 







6 


3 


4 


1 


1837 




03 


438 


0-52 


10 


1 




1 


2 


6 


4 


7 


1838 




83 


478 


1-46 


2 


6 




1 


1 


4 


4 


3 


1839 




47 


365 


0-06 


6 


2 




2 


3 


4 


4 


3 


1840 




117 


432 


1-58 


1 


9 







2 


7 


5 


5 


1641 




S4 


441 


0-15 


3 


13 




2 











1 


1842 




«4 


439 


1-55 


4 


4-9 




2-1 


~3^ 


3 


~3J 


TT 


M<«) 


IS4 


289 


4-49 


10 


13 




8 


8 


9 


7 


9 


Kttmn- 


47 




0-06 





1 

















1 




^^^^^^^^ 
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MOVmLY ME.Of RESULTS ■ 




TEMPEBATrRE. 1 


U-B 


Nu 


SUx. 






«ib^ 


ifa«. 




MiB A. 




U>d<. 




Su. 


Dtf 


Shade. 




Dtr. 








o 


o 


o 


c 




a 


o 


a 


o 




I63C 


53-70 


7G 


102 


26 


62-40 


77-00 


14-60 


31 


a 


1827 


5C-50 


81 


113 


32 


66-00 


85-00 


19-00 


32 


» 


1828 


55-88 


75 


97 


22 


66-12 


86-31 


20-19 


35 


u 


1829 


53-CO 


80 


101 


21 


67-41 


86-54 


18-93 


38 


a 


IMO 


56-50 


81 


105 


24 


66-74 


83-70 


16-96 


33 


« 


\Ml 


54-50 


"8 


117 


39 


66-00 


88-87 


22-87 


28 


u 


I«32 


32-CO 79 


105 


26 


63-32 


82-90 


1 9-58 


32 


s 


1833 


G8-50I 86 


12G 


40 


74-19 


106-0O 


31-81 


39 


« 


1834 


57-30 1 80 


114 


34 




0-42 


94-64 


2422 


35 


« 


1635 


54-00, 76-5 


87-8 


10-5 


64-76 


73-47 


8-71 


36-5 


an) 


183G 


52-10 j 73-7 


95 


21-3 


63-64 


82-78 


1 8^14 


3M 


11* 


1S37 


49-62' 74-3 


88-7 


14-4 


60-51 


73-68 


13-17 


30-2 


9 


1838 


52-27 1 78 


100 


22 


64-19 


77-86 


13-67 


26 


1) 


1839 


52-45 1 73 


9C 


23 


64-48 


82-19 


17-71 


28 


li 


1840 


5G-161 80 


95 


15 


67-00 


81-97 


1+97 


34 


» 


1841 


58-09 82 


9G 


14 


69-35 


79-13 


9-78 


36 


a 


1842 


53'73 73 


84 


11 


65-97 


72-51 


€■54 


30 


M 


MWL... 


55-26 








66-02 


83-20 


17-18 








1 C8-50 


86 


12G 


40 


74-19 


106-00 


31-81 






^mnua 


) 4!)-(i2 








60-51 


72-51 


6-54 


26 


16 


Date. 


DAIIOMETEB. 


FORCE OF TAPorB. 1 


M«=. 




B«se. 


Htma. 


Hi,b-t. 


L<I«L 


18-2G 


30-049 


30-419 


29-675 


0-744 


-364 


-551 


■179 


1827 


29-813 


30-193 


29-212 


0-981 


-428 


■611 


-233 


ia28 


29-881 


30-340 


29-440 


0-900 


-444 


•654 


■291 


1829 


30-060 


30-441 


29-582 


0-859 


-376 


■480 


-280 


1830 


29-879 


30-328 


29-316 


1-012 


-425 


-632 


■270 


1831 


29-929 


30-357 


29-452 


0-905 


-400 


■676 


-165 


1832 


29-976 


30-437 


29-346 


1-091 


-386 


•723 


■186 


1833 


30-119 


30-500 


29-541 


0-959 


-484 


■611 


■260 


1834 


30-046 


30-501 


29-435 


1-0G6 


•425 


■654 


■233 


1835 


29-893 


30-19G 


29-487 


0-709 


-417 


■570 


■260 


183G 


30-181 


3t>548 


29-480 


1-0G8 


■345 


-463 


■147 


1837 


29-937 


30-3lil 


29-G3G 


0-725 


■341 


-463 


■216 


1838 


29-907 


30-4 IG 


29-414 


1-002 


■355 


■532 


-142 


1839 


29-974 


30-248 


29-357 


0-891 


■352 


•699 


-173 


184C 


29-894 


30-393 


29-425 


0-968 


■421 


■676 


■200 


1841 


29-858 


30-364 


29-253 


1-111 


■423 


■7-23 


■280 


1842 


29-903 


30-387 


29-197 


M90 


-407 


•514 


-200 


Mpa„, 


29-9.'>9 






0-952 


■340 








1 30- 1 HI 


30-548 




1-190 


■484 


■723 




"*"""" 


( 2y-813 




29-197 


0-709 


■341 




■■«| 



^VENTEEN YEARS' OBSERVATIONS. MAY 


— I 

349 


■^ 


TEMI-ERATI.HE. 


1.P.WP01 


■*T. 


Dale. 


J 




M.^ 


Mwrn 










M«m 


G™t«. 


Dlff. 


ehjui^ 


MlniUd. 


DW. 


»■"■ 


x*x. 


Hlo. 


lAjn™. 


Orrno-. 




1 


~z 


o 


o 


o 


f. 


o 


o 


t, 


o 




9 


44-00 


38-00 


6-00 


47-00 


62 


31 


6-7 


28 


18^26 




9 


46-60 


40-50 


6-10 


52-00 


65 


38 


4-7 


21 


1827 




U 


45-67 


40-22 


5-45 


53-05 


67 


44 


5-60 


22 


1828 




9 


43-87 


37-51 


6-36 


48-90 


58 


43 


7-79 


■Ih 


1829 




9- 


46-83 


34-00 


12-83 


51-70 


66 


42 


6-01 


23 


1830 




12 


43-12 


36-67 


6-45 


50-00 


68 


29 


5-82 


24 


1831 




S 


42-00 


35-77 


6-23 


48-80 


70 


32 


5-85 


23 


1832 




5 


46-97 


41-61 


5-36 


55-50 


65 


41 


G-16 


26 


1833 




9 


44-32 


39-61 


4-71 


51-80 


67 


38 


6-90 


26 


1834 




6-3 


43-38 


39-77 


3-61 


51-20 


63 


41 


4-16 


20 


1835 




9-9 


40-67 


34-89 


5-78 


45-40 


57 


26 


7-96 


35 


1836 




7-2 


38-73 


33-20 


5-53 


45-10 


57 


36 


5-49 


26 


1837 




9 


40-35 


36-29 


4-06 


46-32 


61 


25 


8-25 


43 


1838 




1 9 


40-42 


35-61 


4-81 


46-18 


69 


30 


7-79 


31 


1839 




7 


45-32 


41-35 


3-97 


51-55 


68 


34 


605 


27 


1840 




4 


46-83 


43-87 


2-96 


54-59 


70 


43 


5-47 


25 


1841 




1 ® 


41-52 


36-77 


4-75 


50-54 


GO 


34 


5-61 




1842 




L^ 


43-56 


37-97 


3-59 


50-03 






6-25 




Hauu 


B 13 


46-97 


43-87 


2-83 


55-50 


70 




8-25 


43-0 i 




1 


40-35 


33-20 


2-96 


45-10 




25 


4-16 


\ 


EitnmB 




1 SATPRATION. 


Hi.Btn 


^■InthB Month du^nwblcl 


fchWladpravBllii 


ti>W. 






naln 


















■Hou. 


LowM 


In Inchas. 


N. 


N.B. 


K. 


B,B, 


B. 


8.W 


w. 


N.W. 






leio 


391 


•2-39 


4 


14 


4 










1 


2 


1826 


11642 


508 


2-24 





1 


5 




6 


13 


1 





1827 




rl 844 


488 


1-40 


3 


4 


9 




6 


4 


2 


I 


1828 




1 ^^•* 


441 


0-52 





11 


9 




1 


4 


6 





1899 




1617 


467 


2-47 


2 


1 


3 




2 


7 


7 


3 


1830 




1.618 


443 


•2-21 


3 


5 


12 




6 


1 





2 


1831 




■ 619 


472 


2-16 


4 


6 


3 




8 


1 


3 


3 


1832 




1623 


428 


0-68 


1 


5 


7 




8 


5 


4 





1833 




V 791 


412 


1-19 





5 


7 




11 


7 


1 





1834 




865 


511 


3-38 


3 


1 


4 




4 


9 


9 


1 


183,1 




768 


310 


1-01 


1 


13 







J 


2 


1 




1836 




833 


423 


1-07 


7 


6 


2 




5 


5 


3 


2 


1837 




754 
76S 


235 


0-92 


1 


15 


9 




6 


3 


1 


2 


1838 




346 


0-82 


5 


10 


5 




4 


2 


2 


3 


1839 




812 


404 


2-18 


4 


1 


6 




6 


7 


5 


1 


1840 




821 


410 


2-16 


I 


7 


3 




5 


11 


2 


1 


1841 




896 


427 


1-73 


3 


5 








7 


6 


6 


4 


1842 




820 


418 


1-67 


2-4 


eT 


1^ 


T2~ 


T^ 


"sT 


TT 


TT 


Mhri 


896 




3-38 


7 


15 


12 


6 


II 


13 


7 


~4l 




734 


235 


0-52 





1 

















01 


Kitnnei 
















■ 


■ 


■ 


■ 


■ 


1 


1 


1 


1 


■ 




■ 


■ 


B 



360 



MONTHLY BfEAN RESULTS OF 



1826 

1827 

1828 

1829 

1830 

1831 

1832 

1833 

1834 

1835 

1836 

1837 

1838 

1839 

1840 

1841 

1842 



TBMPBRATURE. 



Mmn 

filUMlA. 



Mmiu. 



Extranet 



Date. 



1826 

1827 

1828 

1829 

1830 

1831 

1832 

1833 

1834 

1835 

1836 

1837 

1838 

1839 

1840 

1841 

1842 



o 
65-20 
58-60 
62-18 
60-50 
57-50 
61-40 
60-50 
60-60 
62-10 
60-90 
61-40 
60-08 
59-89 
60-16 
60-94 
56-23 
63-56 



60-68 



65-20 
56-23 



o 

93 

79 

85 

84 

81 

83 

81 

87 

91 

86-9 

86-0 

80-6 

83 

84 

84 

80 

90 



Max. 

Sua. 



93 



o 

115 
105 
105 
110 
110 
110 
107 
125 
121 
102-2 
119-3 
100-4 

98 
110 
100 

95 
110 



Diir. 



125 



o 
22 
26 
20 
26 
29 
27 
26 
38 
30 
15-3 
33-3 
19-8 
15 
26 
16 
15 
20 



BfMUH Max. 
ShMto. 



38 



o 

74-10 
70-20 
7200 
72-10 
65-50 
72-06 
70-46 
72-60 
75-00 
73-38 
71-90 
72-50 
70-83 
69-63 
71-96 
67-30 
77-33 



Mean 
Max.6un. 



Diff. 



71-69 



77-33 
65-50 



o 
93-40 
92-20 
90-58 
92-03 
85-03 
93-30 
87-40 
100-83 
101-76 
88-86 
85-93 
84-20 
83-26 
89-23 
86-80 
75-43 
94-93 



Min. 



89-71 



101-76 
75-43 



o 
19-30 
22KX) 
18-58 
19-93 
19-53 
21-24 
16-94 
28-23 
26-76 
15-48 
14-03 
11-70 
12-43 
19-60 
14-84 
8-13 
17-60 



18-60 



28-23 
8-13 



o 

44 
38 
44 
37 
39 
41 
41 
38 
39 
37-4 
43-1 
35-6 
35 
40 
41 
36 
41 



MbL 



BAROMETEB. 



Mean. 



Means . . 



Extremee 



30-280 
29-963 
30009 
30-049 
29-832 
29-962 
29-883 
29-846 
29-991 
30-048 
29-941 
30-009 
29-891 
29-905 
29-966 
29-923 
29-992 



Highert. 



29-970 



30-280 
29-832 



30-489 
30-354 
30-337 
30-418 
30-150 
30-211 
30-416 
30-403 
30-399 
30-375 
30-325 
30-3^1 
30-322 
30-291 
30-195 
30-357 
30-296 



Lowest. 



30-489 



29-905 
29-617 
29-323 
29-420 
29-415 
29-646 
29-463 
29-414 
29-654 
29-253 
29-571 
29-564 
29-493 
29-409 
29-659 
29-494 
29-420 



Range. 



1 



1 



29-253 



584 
737 
014 
998 
735 
665 
953 
089 
745 
122 
854 
797 
829 
882 
536 
863 
876 



35 



o 

39 
30 
40 
26 
32 
33 
35 
33 
33 
34-7 
38^ 
29-3 
29 
34 
34 
28 
35 



26 



FORCE OP VAPOUR. 



Mean. 



840 



1-12-2 
0-536 



-492 
-460 
-457 
•460 
•473 
-501 
-542 
-501 
•457 
•510 
•522 
•502 
•501 
•531 
•491 
•413 
-526 



•490 



•542 
•413 



Uighaat. 



•654 
-590 
-676 
•699 
-699 
•773 
-773 
-676 
•676 
•748 
-799 
-773 
•773 
-826 
-654 
•676 
-799 



826 



•302 
•291 
•324 
•224 
•270 
•260 
•336 
•324 
•270 
•280 
•302 
•242 
•260 
•302 
•260 
•270 
•324 



224 



SEVENTEEN YBARS' OBSBRVATIONS. JUNE 




351 


M 


TEMPEHATUHE. | 


DEW-POINT. 


... 








Mod 


M»n 










Mw 


G»*Mt 




Di». 


ah>j.. 


»1o. Kti 


Nff. 


Mmd. 


M«. 


»ln. 




Drynw.. 






o 


o 


o 


o 


a 


o 


o 


o 


o 






5 


SMO 


47-30 


0-80 


66-70 


67 


45 


8-50 


28 


1826 






8 


4900 


4400 


5-00 


54-90 


64 


44 


6-SO 


27 


1827 






4 


52-3G 


46-55 


5-81 


57-80 


68 


47 


6-56 


24 


1828 






U 


48-90 


42-07 


5-83 


54-40 


69 


37 


6-84 


25 


1829 






7 


49-50 


44-73 


4-77 


54-80 


69 


42 


4-85 


22 


1830 






9 


50-93 


45-30 


5-63 


56-50 


72 


41 


5-81 


28 


1831 






6 


50-70 


45-56 


5-14 


58-90 


72 


48 


409 


19 


1832 






5 


48-73 


44-23 


4-50 


56-50 


68 


47 


5-75 


30 


1833 






6 


49-23 


44-36 


4-87 


54-60 


68 


42 


9-26 


35 


1834 






2-7 


48-59 


45-48 


3-11 


57-10 


71-5 


43 


6-04 


28 


1835 






4-5 


50-95 


4805 


2-90 


57-80 


73-5 


45 


5 49 


33 


1836 






6-3 


4767 


44-04 


3-63 


56-60 


72 


39 


6-03 


36 


1837 






6 


48-96 


45-73 


3-23 


56-61 


72 


41 


4-24 


24 


1838 






6 


50-70 


46 93 


3-77 


58-34 


74 


43 


4-29 


20 


1839 






7 


49-93 


45-70 


423 


55-95 


67 


41 


6-6 i 


25 


1840 






8 


45-16 


42-37 


2-79 


53-79 


68 


42 


4-85 


28 


1841 






« 


49'80 


41-50 


8-30 


58-08 


73 


47 


8-94 




1842 








49-89 


44-92 


4-95 


56-43 






6-17 




H(ui 




It 


57-10 


48-05 


0-80 


58-90 


74 




9-26 


36 1 








4516 


41-50 


2-79 


53-79 




37 


4-09 


f 


Eilmwi 






SATTOATIOK. 


WINDS. 
No. of D>r> In the Month during wbl 


h«chWlBdp«t<dl. 


DM* 


M«. 


lx,-«l 


'J^lw" 


N, 


N.E, 


E. 


9.B 


s. 




w. 


H.W 


748 


400 


0-38 


1 


11 


6 


2 





2 


1 


B 


1826 




797 


414 


082 





5 


3 


1 


5 


B 


4 


3 


1827 






798 


457 


1-94 





3 


5 


2 





6 


9 


3 


1B28 






797 


441 


2-37 


I 


6 


3 


1 


5 


7 


3 


4 


1829 






853 


468 


2-62 


1 


2 


4 


1 





10 


g 


4 


1830 






833 


391 


1-37 


4 


1 











14 


9 


2 


1831 






881 


523 


2-89 


3 


3 


1 


2 


5 


10 


5 


2 


1832 






835 


377 


2-63 











2 


4 


6 


17 


1 


1833 






740 


320 


1-63 


2 


1 


2 


2 


9 


5 


8 


1 


1834 






822 


411 


1-99 


7 


4 





3 


5 


4 


5 


2 


1835 






842 


357 


1-66 





1 


1 


1 


12 


10 


4 


1 


1836 






827 


300 


1-31 





5 


5 


2 


6 


2 


2 


a 


1837 






873 


457 


3-65 


2 


a 


4 





12 


7 


8 





1636 






874 


519 


3-00 


1 


3 


4 


3 


8 


6 


S 


1 


1839 






811 


450 


1-48 








I 


1 


2 


9. 


13 


4 


1840 






842 


373 


2-45 


4 


4 








5 


5 


7 


5 


1841 






752 


435 


1-58 





8 


3 


1 


2 


7 


6 


3 


1842 




819 


418 


1-98 


1-4 


3-4 


2-3 


1-4 


TT 


TT 


6-2 


3-0 


M»»> 


881 




3-65 


7 


11 




~r 


l2~ 


TT 


TT 


~»\ 


n.«_ 




740 


300 


0-38 

















2 


1 


01 


^^^^1 








_^^H 



S-Si 



MOnHLT MEAS KESULIS OF 












i^i 









-.1 



3: 



£1-7 • S- 









« — » 






SI 



-.t :» 



■:•.' 









Sir: 2 



4-*» 

5-74 



:-M-o: 



3rjr40 46 

2^50 44 

1±€0 43 

17*62 42 

2^^:26 43 

2MA 47 

3&« 41 

J&45 40 

9^4 46 



37 
34 
35 
34 
39 
40 
33 
32 
42 
4M 






Tf 






17-5* 37-4 

1303 40 

27<a 45 

17-74 41 

7-43 42 

ISrOO 40 



3M 

33 

40 

34 

36 

33 



^■t..- 

mn, . 



74^* S35: 1SHI2 



-rr-s: 



M-4 is: 



4-: 



^ - -^» >^ 



-•T^- 



:C»*-« 3507 
r4^fS 5^45 37-4 3M 



^T-51 



.^:^- 



:?5: 

"i*:i4 
:^-^ 

3SS7 
1S3^ 

3S4I 



2.&3;:X£r!X 



5>::5 

2:-7i2 










SC-475 

5i>: : 7 
5>4-:-7 

»>4c.> 
»>i75 

3'>3l»4 



iL**i4 

2?^ "44 
i\^'^44: 






-7i7 



-7SS 

-7Sj 




•>34 



-»43 
■575 



4. 

-973 
799 
773 



-5?0 
-4M 

■514 
-531 



2?^52 



"?•:«? 



i &>::5 3'>475 



•2>5^6 






-4€& 



51S 



74S 

799 



799 
5:26 
676 
773 
773 
723 
611 



748 



324 
349 
361 
361 
302 
361 
260 
324 
375 
336 
291 



313 
260 
313 
313 



-334 



'SaO 
-4« 



-973 



r 




^"^"■^M 


SEVENTEEN YEAKS' OBSERVATIONS. JULY 


^ 


J*^ 


TEMPERATURE . 


DEW-POINT, 


Itelo. 




Man 


»l»n 










Mcwi 


amien 


DIIT. 


elude. 


MlB.Rld. 


DiB. 


Ueu. 


Mm. 


MlO. 


DrjBo-. 


Brjn™. 






o 


o 


o 


o 


o 




o 


a 


o 




9 


5500 


47-30 


7-70 


60-10 


70 


47 


7-70 


28 


1826 




10 


53-00 


47-00 


6-00 


58-60 


71 


49 


9-10 


27 


1827 




e 


54-60 


49-90 


4-70 


61-50 


73 


50 


3-18 


21 


1828 




s 


52-19 


46-29 


5-90 


5900 


70 


50 


2-88 


20 


1829 




6 


54-22 


49-64 


4-58 


61-10 


79 


45 


4-96 


24 


1830 




7 


52-71 


47-96 


4-75 


60-50 


73 


50 


5-84 


2fi 


1831 




6 


00-38 


45-19 


5-19 


58-10 


72 


41 


6-13 


24 


1832 




8 


49-93 


45-10 


4-83 


59-10 


69 


47 


4-25 


25 


1833 




4 


55-16 


52-67 


2-49 


61-10 


73 


5! 


5-71 


25 


1834 




1-7 


50-06 


47-62 


2-44 


58-30 


74 


48 


8-70 


32 


1835 




3-6 


51-33 


47-53 


3-80 


57-30 


68 


44 


7-29 


33 


1836 




C-3 


50-57 


48-12 


2-45 


59-50 


72 


37-5 


6-23 


38 


1837 




7 


51-09 


48-35 


2-74 


57-84 


72 


41 


5-11 


20 


1838 




5 


52-90 


4916 


3-74 


59-61 


70 


46 


4-67 


28 


1839 




7 


50-77 


46-44 


4-33 


54-58 


65 


41 


7-07 


27 


1840 




6 


50-00 


47-58 


2-42 


57-01 


68 


46 


3-97 


19 


1841 




7 


49-32 


46-67 


2-65 


56-38 


71 


46 


5-36 




1842 






51-95 


47-79 


4-18 


58-80 






5-77 




Mao. 


10 


55-16 


52-67 


7-70 


61-50 


79 




9-10 


38 , 






49-32 


45-10 


2-42 


54'58 




37-5 


2-88 


1 




SATURATION. 


Mo.ofD 


■ri Id lh» Month duringwhlc 


mitbWiDdpnndlB. 


D«l«. 


>^. 


Lmr-t, 


RklDln 

llUbH. 


M. 


NE. 


E. 


a.E. 


8. 


B.W. 


w. 


«.w. 


815 


413 


2-07 





4 


2 


2 


3 


8 


9 


3 


1826 


752 


420 


1-31 





1 


3 


2 


3 


9 


8 


5 


1827 




907 


515 


4-38 







1 




6 


12 


6 


4 


1828 




941 


520 


5-23 


3 


4 


1 


2 


6 


9 


5 


I 


1829 




875 


457 


1-46 





1 


5 





8 


5 


12 





1830 




829 


436 


2-52 


1 


I 


8 








10 


9 


2 


1831 




824 


446 


0-89 


1 


7 


4 





2 


3 


9 


5 


1832 




876 


442 


1-56 


3 


4 


3 


1 


2 


7 


9 


2 


1833 




834 


452 


6-34 


1 


1 


6 


1 


a 


8 


4 


2 


1834 




706 


360 


0-41 


1 


1 


6 


1 


6 


11 


6 





1835 




790 


348 


1-78 


1 








I 


6 


9 


10 


4 


1836 




849 


273 


1-78 


1 


1 


5 


2 


2 


8 


7 


5 


1837 




865 


506 


2-19 


2 


1 





1 


4 


11 


9 


3 


1838 




862 


401 


2-92 





4 


1 





S 


15 


2 


1 


1839 




797 


404 


1-68 





2 








2 


12 


10 


5 


1840 




B72 


512 


3-56 


1 


3 








2 


10 


10 


5 


1841 




843 


443 


1-52 


6 


2 


4 


2 


2 


7 


7 


1 


1842 




837-4 


432 


2-44 


1-2 


~2T 


Ts 


0-9 


IT 


~9~ 


TT 


~2¥ 


M«» 


941 




6-34 


6 


"T 


~fi 


"T 


~T 


TT 


TT 


~H 


ennnio 


706 


273 


0-41 

















3 


2 


0' 




Vol. it. 




2A 


M 



354 


MONTHLY MEAN RBSOT^IM 




llmU. 


„„r,„.,™., ^ 




Mrtn 


Hu 


Mu. 




McMlMu. 


Msiui ' 


uiB. 1 m^ 








Studa. 


Son, 


DUT 


ehuh. 


MuSdil, Dlff 




bx. 






o 








~ 


■ o 


o 


o 


o 


~v 




1826 


C7-00 


88 


112 


24 


77'00" 


93-00 


I6-00 


42 


Jl 




1827 


C4-on 


86 


112 


26 


71 00 


93-00 


22-00 


42 


^M 




1828 


GI-OO 


78 


96 


18 


70-00 


84-00 


14-QO 


44 






18-2!> 


60-10 


81 


103 


22 


68-61 


82-93 


14-32 


40 


3 




1830 


(io-10 


80 


112 


22 


70-70 


93-48 


24-78 


38 


^a 




IS3I 


C5-40 


84 


109 


25 


76-61 


98-74 


22-13 


45 






1832 


62-70 


85 


110 


25 


73-58 


91-22 


17-S4 


42 


»' 




1833 


59-40 


80 


117 


37 


72-35 


96-74 


24-39 


36 


29 




1834 


62-90 


85 


1-20 


35 


73-71 


98-00 


24-29 


40 


34 




1835 


G5-50 


92-3 


120 


27-7 


80-32 


107-00 


2G-S8 


41 


35-1 




1836 


CO-60 


84-2 


95 


10-8 


72-03 


87-56 


15-53 


40-I 


m 




1837 


62-53 


86-9 


113-9 


27-0 


74-02 


86-55! 12-53 


39-2 






1838 


61-58 


82 


97 


15 


72-42 


85-001 1-3-58 


38 


nj 




1839 


61-41 


85 


104 


19 


72-25 


8806 15-81 


37 






1840 


64-34 


87 


108 


21 


76-00 


92-71 16-71 


41 


SB 




1841 


62-48 


81 


102 


21 


7203 


79-61 1 7-58 


41 


31 




1842 


CC-27 


93 


1-20 


27 


78-29 


97.41 19-12 


43 


^ 


M-B... 


62-78 








73-58 


91-58; 18-00 




^ 


Kitnmtt 


, 67-00 


93 


120 


37 


80-32 


107-00' 26-68 








59-40 








68-61 


79-61 . 7-58 


36 


39 


imlo. 


BAROMETER, 


FORCE OF VAPOCR, 


M^. 


nighut. 


L«w-C, 


Bulge. 


Man 


uiehM. 


l™.. 


182G 


30-381 


30-444 


29-677 


0-767 


-577 


■723 


-37S 




1827 


30-034 


30-453 


29-363 


1-089 


-492 


-611 








1828 


29-882 


SO' 340 


29-406 


0-934 


-543 


-723 




isn 




1829 


29-892 


30-250 


29-254 


0-996 


■508 


■723 




isSI 




1830 


29-889 


30-303 


29-291 


1-012 


-498 


■699 




MQ 




1831 


29 056 


30-258 


29-642 


0-616 


■589 


-778 




ae 




1832 


29-889 


30-313 


29-156 


1-157 


■556 


■773 




36 




1833 


29-979 


30-394 


28-985 


1-409 


•436 


'632 




3S 




1834 


29-900 


30-187 


29-624 


0563 


■577 


■882 




39 




1835 


29-996 


30-355 


29 522 


0-833 


•535 


■676 




33 




183E 


30-042 


30-340 


29602 


0-738 


■506 


■632 




31 




1837 


30-002 


30-460 


29-388 


1-072 


■578 


■854 




30 




1838 


29-932 


30-249 


29-249 


1-000 


■514 


-676 




30 




1839 


30-003 


30-325 


29-172 


1-153 


•522 


■723 








1840 


29-883 


30-223 


29-169 


1-054 


■490 


-699 




99 




1841 


29-860 


30244 


29-385 


0-859 


-507 


■773 




30 




1842 


29-993 


30-399 


29-621 


0-778 


■592 


■854 


"i 


Meuu 


29 '971 






0-943 


-530 




1 




, 30-381 


30-460 




1-409 


■589 


■882 


^M 




'"'"""'11 29-860 




28-9^5 


0-563 


■439 




■m1 




^^^^^^j 



SEVENTEEN YEARS' OBSERVATIONS. AUGUST. 


366 ^^ 


TEMl'EilATtnE. 


DEW-POINT, 










"^ Ls^L 










>I«n 


ambot 


D>(o. 




DIB. 


SLMtn, 1 


WiT 


Mma. 


Hu. 


MlB. 


ann-«. 


Dl,»«. 






o 




o 


o 


o 




















10 


53-00 


45-00 


8-00 


61-00 


70 


51 


6- 


24 


1826 






10 


50-07 


44-00 


6-07 


36-60 


65 


47 


6-7 


26 


1827 


' 




7 


52-00 


47-00 


5-00 


59-40 


70 


52 


2-98 


17 


1828 






7 


51-64 


46 80 


4-84 


37-80 


70 


47 


2-95 


16 


1829 






8 


49-67 


44-93 


4-74 


56-40 


69 


48 


4-79 


20 


1830 






6 


54-19 


49-67 


4-52 


61-70 


72 


43 


4-58 


23 


1831 






7 


51-93 


47-28 


4-65 


39-fiO 


72 


50 


3-72 


27 


1832 






7 


46-45 


40-48 


5-97 


52-50 


66 


40 


8-08 


26 


1833 






6 


52-16 


48-34 


362 


59-90 


76 


47 


5-06 


20 


1834 






5.9 


50-77 


47-06 


3-71 


58-50 


68 


48 


7-48 


20 


1835 






4-0 


49-20 


43-62 


3-58 


36-80 


66-5 


46 


5-04 


28 


1836 






4-5 


51-04 


48-27 


2-77 


61-10 


75-0 


45 


3-15 


27 


1837 






6 


56-74 


48-06 


8-68 


57-35 


68 


45 


4-94 


23 


1838 






8 


50-68 


45-96 


4-62 


57-82 


70 


43 


4.G1 


24 


1839 






3 


52-68 


48-22 


4-46 


58-06 


69 


44 


6-02 


24 


1840 






5 


52-93 


49-84 


3-09 


59-60 


72 


45 


a-73 


19 


1841 






5 


64-25 


50-32 


3-93 


61-93 


75 


45 


5-34 




1842 






51-72 


46-88 


4-84 


58-60 






4-95 




Meu. 


10 


56-74 


50-32 


8-68 


61-93. 76 1 




8-08 


28 1 








46-45 40-48 


2-77 


52-50 ■ 1 


40 


2-73 


f 










WINDS 








No.ar Diyi la Ifaa Month dorlnt wblch wh Wind ^nrtiU. 


Data 




«« 


u«« 


lUiDln 


"■ 


K.B. 


B. 


B.E 


s. 


SW. 


w 


«.w. 


82S 


553 


2-00 





2 





5 


5 


13 


5 




1826 




800 


440 


1-66 


1 


3 


I 


3 


8 


3 


6 




1827 






914 


579 


4-33 





3 


4 


1 




9 


6 




1828 






907 


592 


4-07 


1 


3 










4 


8 




1829 






858 


524 


305 





1 


2 


1 




8 


14 




1830 






861 


441 


1-59 


4 


a 


4 







3 


10 




1831 






888 


413 


3-62 








4 


2 




8 


12 




1832 






766 


415 


1-93 


4 


7 










4 


12 




1833 






840 


522 


2-73 


1 


5 


1 


1 




10 


5 




1834 




1 


789 


402 


0-18 


I 


4 


11 


1 




4 


2 




1835 






853 


452 


1-9? 


1 


6 


4 






6 


6 




IS36 






901 


488 


304 


I 


7 


3 


2 




7 


a 




1837 






85 G 


48C 


1-23 


2 








1 




14 


4 




1838 






864 


457 


1-83 


2 


2 


1 







8 


8 




1839 






822 


324 


1-6-3 





3 


6 







7 


10 




1840 






910 


520 


2-C9 


2 













12 


8 




1841 






839 


453 


2-81 


1 


7 


7 


1 




fi 


5 




1842 






852 


474 


2-37 


1-2 


"¥2" 


"1^ 


1-1 


5-2 


7-4 


Ti 


|2-7 


M.H 




914 




4-35 


4 


7 


TT 


~T 


8 


TT 


14 








766 


324 


0-IS 














1 3 


2 


I 


Eiinnfl 






■ 


ii A 2 


■ 






Bt^x-^^^^-^^ 


^ (Sn.^4-,^ J^^H 




. MONTHLY MBAN BmOI^^^ 

3-4/ 1 


'n 


lEMPERATCRE. 1 


Haa 


Mu 1 


¥« 


1 M-aUu. 


ii« 


' KlB. 


w.. 






5b>d.. 


Bb^at 1 


SUB- 


Diff. 1 Bb»K. K«.a.uL 


DM, 


GhadL 


■**■ ' 






o o 


o 


o o 


o 


o 


o 


o 




1626 


59-40 76-0 


01 


25-0 


67-80 


81-20 


13-40 


340 


2M 




1827 


5650 720 


00 


28-0 


67-70 


84-80 


17-10 


410 


32 




1828 


5955 


79 


07 


28 


69-40 


87-10 


17-70 


37 


90 




1829 


55-20 


70 


94 


24 


64-90 


81:00 


1610 


34 


25 




1830 


55-10 


75 


03 


28 


65-06 


82-80 


1774 


33 


28 




1S31 


58-60 


76 


99 


23 


68-43 


86-96 


18-53 


87 


31 




1832 


57-40 


82 


106 


24 


69-46 


9036 


2090 


34 


27 




1633 


54-50 


72 


98 


26 


65-16 


82-36 


17-20 


34 


29 




1834 


59-20 


78 


106 


28 


70-10 


92-30 


2220 


37 


32 




1835 


58-30 


83-3 


113-9 


30-6 


69-80 


85-49 


15-69 


383 


34-7 




1836 


54-80 


73-4 


94-1 


■20-7 


63-32 


74- 12 


10-80 


32-0 


25-8 




1837 


55-68 


72-5 


91-4 


18-9 


6515 


80-16 


15-01 


35 


2M 


^Bl 1838 


56-16 


76 


98 


22 


6706 


78-93 


11-87 


34 


36 


^^B 1839 


5771 


78 


93 


15 


67-36 


77-73 


1037 


36 


33 


^^H 1840 


53-98 


80 


100 


20 


63-93 


80-26 


16.33 


29 


23 


^H '^^ 


59-44 


84 


104 


20 


68-83 


83-56 


14-73 


36 


31 




1842 


57-56 


81 


108 


27 1 66-40 


84-63 


18-23 


38 


34 


V 


■wx.. 


5700 






1 67-05 


83-16 


16-11 






t.t«m» 


j59'55 


84 


113-9 


30-6 1 70 10 


92-30 


22-20 










153-98 






1 63-32 


74-12 


10-37 


29 


23 




BAROUETER. 


POBCS op VAPCHIB. 1 1 




MhD- 


Hlibni. 


L„«.. 


Huge. 


«™. 


uicwt. 


UoM. 


1826 


29903 


30-326 


29-113 


1-213 


-492 


-723 


■S70 




1827 


30-011 


30-394 


29-513 


0-881 




492 




676 


•270 




1828 


29-969 


30-594 


29-418 


1-176 




508 




723 


-270 




1829 


29-770 


30-257 


29-151 


1-106 




428 




611 


-333 




1830 


29-793 


30-411 


29-211 


1-200 




452 




611 


■360 




1831 


29-93! 


30-270 


29-582 


0-688 




505 




773 


-324 




1832 


30-149 


30-557 


29-638 


0-919 




471 




699 


■216 




1833 


29'914 


30-377 


29-409 


0-968 




4-28 




611 


•360 




1834 


30084 


30-527 


29-387 


I -140 




459 




699 


-313 




1835 


29-729 


30-226 


29132 


1-094 




485 




676 


■260 




1836 


29-875 


30-288 


29-270 


1-018 




439 




676 


-243 




1837 


29-894 


30-313 


29-071 


1-242 




476 




676 


-380 




1838 


30000 


30-549 


29-272 


1-277 




453 




699 


-360 




1839 


29-679 


30-131 


29-061 


1070 




494 




699 


-270 




1840 


29-764 


30-196 


28-744 


1-452 




407 




611 


•343 




1841 


29-725 


30-109 


29-167 


0-842 




468 




799 


•260 




1842 


29-811 


30-200 


29-341 


0-859 




504 


-854 


■251 


Mam. 


29-882 






1-067 




468 






BxUVK. 


J 30- 149 


30-594 




1-452 




508 


-854 




^^H 




1 29-679 




28-744 


0-688 


•407 




■216 


1 


^^ 


1 



SEVENTEEN YEARS' OBSERVATIONS. SEPTEMBER. 357 ^^W 


TEH FEB AT PRE. 


DEW-POIST. 


^ 




1 




w~° 


Uwi 










Mfao 


Omlai 


Dlff. 


8b»do. 


Mln. Had 


Diir. 


Moui. 


Hu. 


Mill. 


Drr"«. 


l>ryDO 






o 


o 


o 


o 


o 


Q 


o 


a 









e 


49-00 46-00 


3-00 


56-70 


70 


42- 


2-70 


14 


1826 






9 


50-60 


45-00 


5-60 


56-30 


68 


42 


3-60 


18 


1827 






7 


49-70 


44-30 


5-40 


57-30 


70 


42 


3-10 


24 


18-28 






9 


45-60 


39-70 


5-90 


52-80 


65 


38 


2-54 


14 


1829 






4 


45-23 


40-40 


4-80 


53-50 


65 


41 


2-65 


17 


1830 






6 


48-93 


44-16 


4-77 


56-80 


72 


47 


2-04 


12 


1831 






7 


45-43 


40-30 


5-13 


54-70 


69 


36 


2-88 


19 


1832 






S 


4400 


39-56 


4-44 


52-00 


65 


41 


3-38 


17 


1833 






5 


48-33 


44-90 


3-43 


56-80 


69 


46 


3-10 


14 


1834 






3-6 


46-94 


43-61 


3-33 


55-60 


68 


41 


3-87 


29 


1835 






6-7 


46-31 


42-28 


4-03 


52-80 


68 


39 


2-09 


15 


1836 






5-7 


46-22 


43-12 


3-10 


55-00 


68 


43 


2-68 


17 


1837 






8 


45-26 


41-43 


3-83 


53-62 


69 


41 


2-70 


17-2 


1838 






3 


48-06 


44-40 


3-66 


56-13 


69 


42 


1-75 


15 


1839 






6 


4403 


38-83 


5-20 


50-54 


65 


39 


3-83 


23 


1840 






a 


49-66 


46-46 


3-20 


57-53 


73 


41 


i-73 


16 


1841 




1 


4 


48-73 


45-63 3-10 


56-81 


75 


40 


1-77 




1842 






47-17 


42-94 1 4-23 


53-81 






2-73 




M«u 


9 


44-00 


46'46: 5-90 


57-53 


~~75 


3-87 


29 1 


ElUcidB 


L 


50-(iO 


38-831 3-00 


55-00 1 36 


1-73 


1 




^~ 














BATPRATION. 


No.<.fDi 


iV>l>i(li>>U«i>U>durltif>hJc 


h «c1i n-ind prenUs. 


IKla. 




««.. 


u.^ 


RhIoId 


K. 


N.E, 


K. 


B.« 


8. 


8.W. 


w. 


NW, 


906 


622 


3-71 





7 


1 


5 


4 


7 


4 


2 


1826 




906 


439 


3-37 


3 


6 





4 


3 


4 


4 


6 


1827 






935 


464 


4-03 





5 


8 


3 


1 


8 


4 


1 


1828 






899 


628 


3-71 


3 


6 


I 


1 


6 


5 


4 


5 


1829 






910 


574 


3-21 














6 


12 


10 


2 


1830 






935 


673 


4-19 


4 


1 


3 





10 


6 


2 


4 


1831 






909 


541 


1-12 


2 


1 


3 





4 


2 


15 


3 


1832 






836 


555 


1-55 


2 


6 


3 





10 


2 


7 


1 


1833 






825 


616 


0-83 





I 


6 


3 


8 


6 


6 





1834 






880 


390 


4-60 











3 


14 


7 


5 


1 


1835 






92G 


616 


3-81 


4 


4 








5 


9 


8 





1836 






915 


576 


0.91 


3 


4 


6 


3 


6 


5 


2 


1 


1837 






879 


506 


2-08 


2 


4 


3 





2 


4 


8 


7 


183S 






941 


610 


3-92 


1 





1 


1 


11 


13 


3 





1839 






875 


457 


2-45 


2 


I 


2 





4 


7 


14 





1840 






934 


571 


3-71 





1 


4 


3 


13 


6 


3 





1841 






942 


665 


3-39 


1 


8 


5 


I 


2 


5 


6 


2 


1842 




906 


559 


•2-97 


1-5 


TT 


2-7 


1-5 


6-4 


¥3 


~6T 


2-1 


«"'■ 


942 




4-60 


4 


IT 


~i~ 


5 


14 


13 


15 


'I 






825 


390 


0-83 














1 


2 


2 


of 










■ 




■ 




■ 




I 


■ 




■ 


■ 


■ 




^M 


^^^M 





58 


MONTHLY MEAN RESU^^^ 




D.« 


»l«n Mu. • Mu. 




HrsnMu 


Mnm 




MlD. 


M», 








fihid. 


Sua. 


Dur. 


Shade 


Mu.Bun 


Dur. 


Bli.de- 


au 




o 


~~^ 


o 


o 


o 


a 


o 


o 


~~^ 




1826 


53-80 


72 


8S 


13 


61-20 


70-60 


9-40 


29 


23 




1827 


49-00 


67 


93 


26 


CO- 70 


76-40 


14-70 


31 


24 




1828 


61-00 


70 


87 


17 


60-00 


73-00 


13-00 


36 


20 




1829 


48-70 


65 


82 


17 


56-87 


68-19 


11-32 


39 


20 




1830 


51-70 


73 


90 


17 


61-32 


74-73 


13-41 


29 


21 




1831 


56-50 


73 


86 


13 


64-20 


72-41 


8-21 


31 


26 




l(t32 


51-50 


72 


96 


24 


60-00 


81-22 


21-22 


31 


26 




1833 


51-10 


68 


97 


29 


61-25 


81-42 


■20-17 


29 


23 




1634 


52-50 


80 


107 


27 


61-51 


72-25 


10-74 


32 


25 




1835 


48-70 


63-9 


77 


13-1 


57-38 


64-95 


7-57 


27-8 


23-6 




1836 


48-40 


65-3 


76-1 


10-8 


5603 


63-50 


7-47 


23 


14 




1837 


50-00 


73-4 


89-6 


16-2 


60-63 


73 40 


12-77 1 27-1 


22-1 




1838 


50-48 


66 


76 


10 


57-58 


64-61 


7-03 26 


18 




1839 


51-40 


71 


83 


12 


58-58 


66-90 


8-32 1 35 


28 




1840 


46-54 


66 


89 


23 


56-32 


74-39 


18-07 


28 


21 




1841 


49-86 


64 


79 


15 


57-09 


62-35 


5-26 


26 


23 




1842 


45-02 


64 


100 


36 


55-19 


72-19 


17-00 


20 


13 




50-37 








69-16 


71-26 


12-10 






iUCnmH 


,56-60 


80 


107 


36 


64 20 


81-42 












i 45-02 








5519 


62-35 




20 


12 


Date. 


BAROMETEH. 


— » _L 


M«n, 


HlghMl. 


L=™. 


Bmbo. 




ni»h«i. 


^m 


1826 


29-949 


30-279 


29-409 


0-870 


■428 


■632 


■193 ■ 




1827 


29-772 


30-549 


29022 


1-527 




14 




532 




208 ■ 




1828 


30-096 


30-503 


29-348 


1-155 




88 




611 




aos 




1829 


30-030 


30-458 


29-413 


1-045 




52 




570 




173 




1830 


30-239 


30-550 


29-685 


0-866 




06 




590 




200 




1831 


29-887 


30-423 


29-246 


1-177 




98 




632 




313 




1832 


30-090 


30-471 


29-16G 


1-305 




20 




590 




333 




1833 


29-820 


30-303 


29-188 


1-116 




00 




590 




243 




1834 


30-055 


30-674 


29-313 


1-361 




64 




632 




142 




1835 


29-806 


30-431 


28-871 


1-560 




74 




532 




193 




1836 


29-838 


30-496 


28-940 


1-555 




70 




570 




147 




1837 


30119 


30-713 


29-287 


1-426 




01 




570 




208 




1838 


29-987 


30-457 


29.280 


1-177 




96 




551 




179 




1839 


30-017 


30-480 


29-447 


1-033 




92 




632 




208 




1840 


29-938 


30-549 


29-126 


1-423 




26 




417 




193 




1841 


29-538 


30-162 


28-808 


1-354 




55 




532 




186 




1842 


29-954 


30-490 


28-802 


1-688 




33 


-432 


•159 II 




Monns , 


29-949 






1-273 




IT 




H 






J 30-239 


30-713 




1-688 




TT 


■632 


H 




1 29-^^R 




28-802 


0-865 


■326 




-142 :■ 




^ 




1 

































SEVENTEEN YEARS' OBSERVATIONS. OCTOBER. 369 ^^B 


TEMTLBATirRE. 


DEW POINT, 
































H>mD 










Mhd 










Dlff 


Bh^. 


MtB Hud 


Biff. 


Moon. 


M«t 


MiB. 




Drjn™ 






a 


o 


o 


o 


a 





o 


o 


o 






7 


45-10 


39-20 


5-90 


52-12 


66 


33 


1-68 


11 


1826 






7 


45-00 


39-30 


5-70 


51-60 


61 


35 


1-90 


9 


1827 






8 


42-00 


36-00 


6-00 


49-10 


65 


35 


2-13 


11 


1828 






9 


40-54 


34-09 


6 4.5 


46-50 


63 


30 


2-41 


15 


1829 






8 


42-22 


36-96 


5-26 


50-40 


64 


34 


2-08 


13 


1830 






5 


48-83 


44-35 


4-48 


56-40 


66 


46 


1-06 


9 


1831 






5 


43-12 


38-51 


4-61 


51-40 


64 


38 


0-54 


6 


1S32 






G 


41-09 


37-25 


3-84 


51-10 


64 


39 


1-52 


1-2 


1833 






7 


43-61 


39-77 


3-84 


4710 


66 


25 


3-21 


16 


1834 






4-3 


40-14 


36-49 


3-65 


47-80 


61 


33 


1-51 


10 


1835 






9-0 


40-94 


37-00 


3-94 


47-50 


63-5 


26 


0-88 


13 


1836 


1 




5-0 


39-36 


35-60 


3-76 


50-00 


63-5 


35 


1-67 


13 


1837 


1 




8 


43-38 


39-12 


4-26 


49-73 


62 


31 


2-19 


15 


1838 


1 




7 


44-23 


39-71 


4-52 


49-39 


66 


35 


1-64 


10 


1839 


1 




7 


36-96 


31-61 


5-35 


43-86 


54 


33 


2-32 


15 


1840 


J 




4 


42-64 


39-96 


2-68 


49-56 


61 


32 


1-43 


15 


1841 






8 


34-80 


30-19 


4-61 


44-41 


55 


28 


2-44 




1842 






41-99 


37-36 


4-63 


49-29 






1-80 




ii«. 


9 


48-83 


44-35 


6-45 


56-40 


66 




3-21 


16 1 


Eilnime 






34-ftO 


.■50- 19 


■2-C>S 


43- 8G 




25 


0-54 


f 








SAT rn ATI ON. 


WINDS- 

>fo,ofIlar.lr IboMgntli during whic 


rnch wind |>niv»llt 






««.. 


!.«- 


,.?„"^«, 


K. 


N.E. 


E. 


8.B. 


«. 


aw. 


w. 


N,« 






964 


696 


2-14 





1 


2 


2 


5 


9 


5 


7 


1826 


. 


932 


774 


4-06 


2 


1 


•2 


4 


6 


5 


5 


5 


1827 






937 


703 


1-18 


1 


4 


6 


I 


3 


8 


6 


3 


1828 






936 


660 


1-60 


4 


6 


S 





2 


5 


5 


6 


1829 






931 


634 


0-98 


3 


3 


5 


1 


7 


2 


8 


2 


1830 






965 


741 


3-81 








1 


1 


19 


8 


2 





1831 






981 


788 


3-09 





4 


3 





fi 


10 


6 





1832 




941 


657 


2-33 


1 


5 


5 


1 


7 


6 


3 


3 


1833 






903 


612 


0-43 


2 


2 


3 





11 


5 


5 


3 


1834 






954 


708 


4-05 





2 


2 


4 


6 


5 


9 


3 


1835 






973 


654 


3-62 


I 





3 


2 


7 


U 


3 


4 


1836 






945 


655 


2-39 


2 


2 


1 





6 


12 


8 





1837 






929 


506 


2-36 


3 


7 


1 


I 


2 


9 


5 


4 


1838 






946 


714 


2-23 


2 


6 


2 


4 


12 


2 


2 


1 


1839 


J 




923 


593 


1-35 


6 


3 


4 


2 


1 


1 


7 


8 


1840 


■ 




970 


581 


4-61 


1 


6 





2 


3 


6 


9 


4 


1841 






919 


«08 


1-71 


1 


13 


1 


1 





9 


4 


2 


1842 




944 


616 


2-46 


1-6 


TF 


2-5 


1-5 


6-1 


1^ 


5-4 


.3-2 


M»n. 


~9ir 




4-61 


6 


IF 


~5~ 


~4" 


'W 


IF 


~f 


7| 






903 


506 


0-4.1 

















1 


2 


ot 




1 


^^^^ 




J 



^^^J^^^^^^^^^^^^HSr MBIS BBSUI.TS OF 1 




Om^ 


raOTBATTU- 1 


M« ' f— 


Ma. 




K^Mo. M» 


; „^ 


Mb. 






Ma^ 


maM. 




ac 






vm. 


Mata. 


■al 








a 


o 


o 


o 


o 


o 


a 


o 


o 




IS96 


41-90 


55 


7t 


II 


47-90 


55-70 


8-80 


91 


90 




IS37 


WOO 


60 


7* 


IS 


49-90 


57-4(1 


»10 


90 


10 




1S28 


4&-50 


60 


79 


19 


fiS-W 


61-70 


9-40 


91 


19 




IS29 


40^IOi 59 


72 


13 


46-83 


54-4S 


7-«0 


91 


15 




1830 


44-60 


di 


77 


14 


5»0 


etna 


^ss 


25 


IS 




1831 


43<» 


S8 


67 


9 


49^ 


55-76 


5-86 


95 


15 




isn 


48-70 


SI 


67 


6 


49-5« 


57-36 


7-80 


31 


94 




1833 


43^60 


63 


77 


IS 


50-76 


59«6 


9-10 


S4 


17 




18W 


45-10 


63 


80 


17 


SI-«3 


59<S 


WO ! 25 


90 




1635 


44-90 


58-1 


6»-5 


5^ 


5{H» 


5»04 


9-95 28-4 


S2-J 




1836 


43-40 


5»l 


63-S 


5^ 


5(H)1 


53-63 


9-62 


23-0 


17-6 




1837 


40-23 


55-4 


61-7 


»3 


47-89 


53-97 


&08 


29-1 


144 




1838 


42-49 


61 


70 


9 


48-90 


53-13 


4^3 


23 


15 




1833 


45-56 


56 


61 


5 


51-06 


52-76 


1-70 


21 


15 




1840 


43-16 


58 


73 


15 


49-96 


54-66 


4-70 


22 


14 




1841 


42-60 


63 


73 


10 


49-90 


56-90 


7-00 


15 


10 




1842 


42-91 


55 


65 


10 


4903 


52-60 


3-57 ' 26 


ao 


f». - 


43-12 1 






50-44 


56-03 


6-23 1 






,45-56 1 63 


80 


19 


52-50 


61-70 


9-40 1 






BXmHit 


I40fl0! 






46-83 


5-2-6D 


1-70 ! 15 


'0 ^ 




BA..OMETEB. 


FOUCE oe TAPOCH. 1 1 




H<0 


BKbal. 


L<XM. 


tt«»- 


liu. 


iiiai»L 


t.^ 


1826 


29-858 


30-529 


28-752 


1-777 


■280 


■389 


•IM 




1827 


30-029 


30-485 


29-401 


1-084 




S16 


-480 


-119 




1838 


29-913 


30-374 


29-241 


1-133 




528 


■447 


143 




1820 


30-053 


30-471 


29-551 


0-920 




272 


-480 


-142 




1830 


29-854 


30-459 


29-131 


1-328 




338 


•497 


•172 




1831 


29-931 


30-578 


29-287 


1-291 




319 


-463 


165 




18.ri 


29-875 


30-482 


29-490 


0-992 




334 


■497 


-216 ■ 




1H33 


29-953 


30-309 


29-175 


1-134 




308 


-463 


•142 




1834 


2D-9ii7 


30-452 


29-102 


1-350 




317 


■533 


•159 




I HM 


29-961 


30-471 


29-152 


1-319 




318 


-532 


-1S6 




I83« 


39-653 


30-165 


29-016 


1-149 




302 


■447 


•153 




1837 


29-861 


30477 


28-801 


1-676 




281 


■463 


•131 




1H3H 


29-fi(ill 


SlUfia 


28-673 


1-789 




296 


■463 


•142 




1830 


■J0-(J9ft 


»0"J7'J 


28-978 


1-294 




356 


-432 


■147 




1 HW 


29' (ill 1 


30433 


28-669 


1-764 




318 


■532 


•136 






29-746 


3(K191 


28-845 


1-546 




280 


-432 


-126 




184'J 


•io-amt 

aiJ-834 


30-582 


28-703 


1-879 




317 


•432 


-186 






1-377 




3To~ 






30-878 




1-879 




356 


-532 






R.lr™» 


1 >.*;t-ft60 1 


28-669 


0-920 


■272 




-113 


a 


1 



^MmiTEEN YEARS' OBSERVATIONS. NOVEMBER. 361 


■^ 


TEMPEnATUllB. 1 


DEW-POINT. 1 










M«D 






















Man 




















Dur. 


Bbide. 


Hln.Rad 


DIff, 


U«ii. 


Mu. 


Mia. 


Dm.«t 


Dt»o« 






o 


o 


o 


a 


o 


o 


o 












1 


35-20 


30-80 


4-40 


40-30 


52 


24 


1-6 


16 


1826 






10 


3800 


33-40 


4-60 


43-30 


58 


19 


1-5 


U 


1827 






2 


38-70 


33-80 


4-90 


44-70 


56 


25 


1-3 


9 


1828 






6 


33-96 


29-23 


4-73 


39-60 


58 


25 


1-45 


13 


1829 






7 


36-86 


32-43 


4-43 


44-90 


59 


30 


1-0 


11 


1830 






10 


37-93 


31-56 


6-37 


43-29 


57 


29 


0-74 


9 


1831 






7 


37-96 


33-23 


4-73 


44-50 


59 


36 


0-38 


9 


1832 






7 


36-46 


33-06 


3-40 


4-2-30 


57 


25 


1-50 


12 


1833 






5 


38-70 


34-60 


410 


43-10 


61 


28 


1-95 


10 


1834 






5-9 


39-92 


35-13 


4-79 


43-20 


61 


32 


1-15 


10 


1835 






6-4 


36-89 


31-70 


5-19 


41-80 


56 


27 


0-72 


10 


1836 






7-3 


32-55 


28-04 


4-51 


40-10 


57 


23 


0-83 


8 


1837 






8 


3609 


32-46 


3-63 


41-36 


67 


25 


0-58 


6 


1838 






6 


4006 


36-16 


3-90 


46-35 


55 


26 


0-47 


9 


1839 






8 


36-46 


31-87 


4-59 


43-20 


61 


24 


0-48 


8 


1840 






5 


35-30 


32-43 


2-87 


43-02 


55 


22 


0-91 


14 


1841 






6 


36-80 


33-03 


3-77 


43-12 


55 


32 


0-82 




1843 






36-93 


32-48 


4-14 


42-82 






102 




Mwu 


10 


32-55 


36-16 


6-37 


46-35 


61 




1-95 


16 1 








4006 


28-04 


2-87 


39-60 




19 


0-38 


I 








BATPBATION. 


Nn. of D«r" t" <!■• Monlh during whic 


lia»chWlndpMT»lU. 


D««. 


U„. 


Low. 


Rain 

In iDctaa 


K, 


N.B- 


E. 


B.a, 


s. 


8W. 


w. 


N.W. 


959 


822 


2-89 


3 


6 





1 


6 


2 


3 


10 


1826 




963 


680 


1-06 


2 


1 


3 


4 


6 


5 


5 


5 


1827 






931 


738 


1-12 





3 


3 


S 


4 


3 


6 


6 


1828 






931 


632 


1-86 


4 


7 


2 


3 


4 


4 


3 


3 


1829 






965 


680 


3-05 








6 





13 


6 


5 





1830 






972 


734 


1-70 





1 


2 


1 


3 


12 


8 


3 


1831 






985 


738 


1-94 


1 


5 


4 


5 


3 


6 


5 


1 


1832 






944 


660 


2-38 








1 


1 


6 


13 


6 


1 


1833 






932 


714 


1-75 


1 


9 


6 





2 


9 


2 


1 


1834 






937 


705 


1-94 


4 


2 


1 


4 


12 


6 


2 





1835 






974 


705 


3-60 





1 





2 


2 


17 


5 


3 


1836 






965 


766 


!-32 


4 


4 








2 


6 


9 


5 


1837 






97G 


812 


3-55 


2 


7 


9 


5 


2 


4 


1 





1838 






987 


734 


4-37 





4 


7 


4 


6 


5 


2 


2 


1839 






981 


741 


3-59 


1 


6 


3 


1 


5 


10 


3 


1 


1840 






966 


594 


3-41 





2 


3 


3 


5 


7 


7 


3 


1841 






938 


681 


4-47 





7 


6 





6 


7 


3 


I 


1842 




960 


-713 


2-58 


1-2 


3-8 


Ta" 


"il" 


T2 


TT 


4-4 


T? 


M»n. 


987 




4-47 


4 


9 


7 


5 


13 


17 


"9" 


10 


BiliaH 




931 


594 


106 














2 


2 


1 







^^^^^^^ 



^^^^^^^^^^^^^r ^^ ~^^^^H 




leSr 


' ' ' MONTHLY MEAN RESlJI^flW 




D,M. 




M«, 


M« 




UwHu. 


Mem 




Hln 


-1 






Mi>d«. 


BbBdl. 


„__ 


Diir. 




MUSOIL 


BUT, 




""■ 




o 






o 


o 


o 


o 


"V" 


" 1 




1826 


44-10 


56-0 


67-0 


9-0 


48-00 


54-00 


6-00 


37-01 21 \M 




1827 


42-50 


58-0 


65-0 


7-0 


49-60 


54-40 


4^80 


27-0 1 19 !■ 




1S28 


44-70 


56-0 


65 


9 


50-10 


55-30 


6^20 


26 


15 




1829 


33-30 


51 


60 


9 


37-38 


39-67 


1-29 


15 


12 




1830 


35-50 


53 


61 


8 


40-41 


45-48 


5-07 


10 


6 




1831 


4-2-50 


57 


61 


4 


48-09 


51-74 


3-65 


24 


16 




1832 


41-90 


57 


59 


2 


47-58 


50-51 


2-93 


27 


20 




1833 


45-60 


56 


69 


13 


51-54 


57-12 


5-48 


28 


22 




1834 


40-70 


56 


63 


7 


46-38 


51-93 


5-53 


25 


16 




1835 


34-20 


54-9 


63-5 


8-6 


38-85 


42-96 


4-11 


16-2 


8-6 




1836 


40-60 


56-3 


63-0 


6-7 


45-34 


46-11 


0-67 


26-0 


18-5 




1837 


41-38 


54-5 


59-9 


5-4 


46-61 


49-64 


3-03 


23-9 


15-8 




1838 


38-67 


56 


60 


4 


44-64 


47-67 


3-03 


21 


14 




1839 


40-30 


57 


57 





45-35 


46-70 


1-35 


21 


15 




1840 


32-00 


56 


57 


1 


37-55 


38-03 


0-48 


15 


10 




1841 


39-59 


55 


61 


6 


45-80 


48-87 


3-07 


16 


9 




1S42 


44-07 


61 


65 


4 


49-80 


52-16 


2-86 


25 


21 


M«n> . 


4O00 






45-47 


48-95 


3-48 








, 32-00 


61 [ 69 


13 


51-54 


5712 


6-00 








^"^^US-GOI 


1 




37-38 


3M'03 0-67 


10 


&60 




BAKOMETER. 


po„,„v.,o... II 




one. 




— -1 ■ 






M«=. 


Hl8h«t. 


LowMt, 


Rugg. 




iiigboM. 


^ I 


1826 


29-996 


30-626 


29-217 


1-389 


■304 


■417 


;>5, 1 




1827 


29-875 


30-729 


29-042 


1-687 


-328 


-417 




53 1 




1828 


30-010 


30-475 


29-248 


1-227 


■328 


■417 




59 ' 




1829 


30-168 


30-656 


29-683 


0-973 


■216 


■336 




03 




1830 


29-646 


30-446 


28-910 


1-536 


-239 


■349 




)84 1 




1831 


29-824 


30-494 


28-943 


1-551 


■309 


■447 




59 d 




1832 


30-004 


30-526 


29-527 


0-999 


■302 


■447 




■ 




1833 


29-741 


30-191 


29-241 


0-950 


■338 


■447 




86 ■ 




1834 


30-331 


30-667 


20-268 


1-399 


■289 


■417 




53 ■ 




1835 


30-203 


30-624 


29.336 


1-288 


238 


■369 




07 ■ 




1836 


29-830 


30-474 


28963 


1-511 


■279 


■447 




36 ■ 




1837 


29-964 


30-534 


29-273 


1-261 


■287 


.432 




53 ■ 




1838 


30-103 


30-601 


29-312 


1-389 


■269 


■417 




72 I 




1839 


29-735 


30-508 


29-190 


1-318 


■278 


■447 




53 1 




1840 


30-092 


30-644 


29-229 


1-415 


■212 


■447 




99 1 




1841 


29-679 


30-21 1 


29-679 


0-532 


■255 


■417 




42 




1842 


30-082 


30-485 


2&-141 


1-344 


■328 


-447 


'\m J 


HOO... 


29-957 






1-281 


■281 




1 




30-331 


30-729 




1-687 


■338 


■447 


■ 


^^^^ 


Sjlmna 


29-646 




28-910 


0-532 


■212 




•084 V 


^^^^^^^ 



1 


1 


rKEH 


TEARS 


OBSERVATIONS. 


DECEMBER 






363 


M 










TEMPERATttnB 


DF.W.POIST. 


Dtt. 
















































Dtr. 


Bkxte. 


Uln Rmd 


Diir. 


Msn. 


Mu. 


Mln. 


Dirn™. 


l>ryn™. 






o 


o 


o 


o 


o 


o 


a 


o 


o 






6 


39-40 


35-00 


4-40 


42-80 


54 


27 


1-30 


7 


1826 






8 


39.70 


35-10 


6-60 


44-20 


54 


27 


1-20 


8 


1827 






9 


39-30 


34-30 


5-00 


44-70 


54 


28 


1-61 


8 


1828 








29-35 


24-58 


5-77 


32-40 


48 


17 


1-62 


8 


1829 








30-58 


26-29 


4-29 


34-90 


49 


12 


1-25 


11 


1830 








37-51 


33-06 


4-45 


42-40 


56 


28 


0-29 


4 


1831 








36-29 


31-64 


4-65 


41-80 


56 


29 


0-19 


4 


1832 








39-67 


36-00 


3-07 


44-80 


56 


32 


1-08 


8 


1833 








35-16 


30-67 


4-49 


40-80 


54 


27 


0-35 


10 


1834 






7-C 


29-56 


24-59 


4-97 


34-80 


52 


18 


0-21 


4 


1835 






7-5 


35-51 


32-09 


3-42 


39-90 


56 


24 


0-34 


6 


1836 






8-1 


36-14 


32-58 


3-56 


40-60 


55 


27 


0-61 


8 


1837 








32-71 


28-54 


4-17 


38-68 


54 


30 


0-26 


9 


1838 








35-25 


31-74 


3-51 


39-98 


56 


27 


0-57 


7 


1839 








26-45 


22-48 


3-97 


31-55 


66 


16 


1-11 


14 


1840 








33-38 


30-07 


3-31 


40-53 


54 


25 


0-43 


5 


1841 








38-35 


35-48 


2-87 


44-02 


56 


29 


0-16 




1842 






34-96 


30-83 


4-13 


39-99 






0-74 




Mw 


9 


39-70 


36-00 


6-60 


44-80 


56 


1 162 


14 1 


K.U.^« 






96-45 


22-48 


2-87 


31-55 




12 1 0-16 


t 






SATURATION. 


No. of Dw" It ihn Month durlns wWch e«h WInJ pretill. 


DiU, 




m™. 


I.™.. 


..!^ 


N. 


NE, 


E 


8.B. 


B. 


S.W. 


w. 


N.W 






957 


790 


1-77 


2 


1 





1 


9 


2 


17 


9 


1826 




964 


763 


3-09 


1 








1 


6 


9 


10 


5 


1827 






931 


752 


1-77 





2 


2 


3 


9 


6 


9 





1828 






931 


739 


0-15 


3 


10 


7 


4 





4 


2 


1 


1829 






959 


677 


1-54 


4 


2 


6 


4 





5 


5 


5 


1830 






987 


868 


2-38 


1 


2 





I 


5 


17 


3 


2 


1831 






993 


869 


1-88 


4 





4 





3 


11 




2 


1832 






962 


745 


4-29 











1 


1 


15 


12 


2 


1833 






982 


705 


0-74 


3 


8 





3 


1 


9 




1 


1834 






991 


890 


0-25 


3 


3 








10 


10 




3 


1835 






995 


645 


1-48 


3 


6 








2 


14 




2 


1836 






972 


751 


1-35 


I 


6 


1 


2 


8 


8 




1 


1837 






991 


876 


1-72 


4 


1 





8 


I 


6 




4 


1838 






972 


77-2 


2-32 


1 


2 


3 


8 


7 


5 




2 


1839 






959 


606 


0-45 


2 


12 


3 


2 


2 


3 




3 


1840 






984 


828 


2-12 


I 


3 





3 


2 


10 


10 


2 


1841 






994 


876 


0-76 











2 


12 


8 


9 





1842 




971 


774 


1-65 


1-9 


TT 


uT 


"Js" 


Tf 


IT 


6-1 


"2^ 


H«n> 


994 




4-29 


4 


12 


7 


8 


12 


17 


17 


^1 


EntlWM. 




931 


606 


0-15 














i> 


2 


2 


of 






. 


■ 


■ 


■ 


^M 






■ 


■ 


I 






1 


■ 


■ 


^M 


^^1 



^H 


P ^M 


H 


r^ 


m 


SYNOPTICAL TABLB ^F^ 






KdbUu. 


TEMPERAtrBE. 


^ 


^ 


Bod. 


0»<»t 


^ 


Mau 


DJT. 


Mm. 


MlB. 

Bad. 


January 


36-02- 


60 


70 


16 


4110- 


44-70- 


3-6S 


^4-5- 


-12- 




Feb. 


39-76 


65 


80 


18 


46-94 


62-36 


6-42 


10 


4 




March 


42-96 


7fi 


97 


28 


60-86 


60 84 


9-98 


19 


8 




April. 


47'fi7 


78 


lOfi 


27 


67-14 


68-39 


11-31 


le 


B 




May .... 


SS-Z6 


86 


12fi 


40 


66-02 


8320 


1718 


26 


16 




June ... 


60-68 


S3 


125 


38 


71-69 


89-71 


18-60 


SB 


26 




July ... 


6D-17+ 


94'40+ 


130+ 


40+ 


74-09+ 


03-51 + 


19-42+ 


37-4+ 


31-I+ 




Augurt 


62-78 


93 


120 


37 


73-68 


91 -58 


18-00 


36 


29 




Sept. . .. 


67-00 


84 


113-9 


30-6 


67-05 


83-16 


16-11 


29 


23 




October 


60-37 


80 


107 


36 


69-16 


71-26 


12-10 


SO 


12 




Not. , 


43-12 


63 


00 


19 


60-44 


66-03 


6-23 


15 


10 


' 


Dec 


4009 


61 


69 


13- 


46-47 


48-96 


3-48- 


10 


S^fl 


M«>..,.. 


4&-88 








68-64 


70-30 


11-87 








136-02 
1 63'17 


94-40 


130 


40 


41-10 


93-51 


19-42 




31-1 


EitmnH 






13 


74-09 


44-7 


3-48 


-4^6 


-12 


Monlli.. 








FORCE OF TAPOUB. 


• 


BAROMETKR 


Umo. 


HigfaHt. 


i™t 


KuDge. 


• 


Hlgh(«. 


Lcnml. 


January 


29'952 


30-866+ 


28-720 


1-438+ 


•228- 




447 




051- 


0-620 




Feb 


20'920 


30-665 


28-597- 


1-360 


■348 




463 




084 


0-840 




March 


29-93fi 


30-726 


28-656 


1'209 


■263 




614 




092 


1-643 




April .. 


2S-919 


30-678 


28-910 


1-099 


■286 
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3-030 




October 


29-949 


30-713 


28-802 


1273 


■336 
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632 




112 


1-170 




Dec. .„ 


29'937 


( 


im» 


28-9 





1-2B1 


■2C0 


-447 


■084 


0-620- 


Mean...,. 


2fl'933 






1-137 




342 






2-833 


Bitront* 


I 20-8' 
1 29 






■973 


■051 


4-247 
0620 


1 


ri 


■ 


1 


■ 


1 


1 


1 


1 


■ 


1 


■ 


1 




J 



HfflFrHROUGHOUT THE YEAR. ^ 


1 


TEMPERATURE. 


DEW.POmT. 


Honth*. 




Dilf. 




MULIUJ. 


Uiu 


• 

Mean. 


Mu. 


u^. 


DT^. 


OrotltaT 


Onrntort 
Dryw 


f2 


3099- 


26 40- 


4-60 


33-48- 


66 


0- 


263- 


6-10- 


17 


January 


117 


33 67 


28-69 


608 


36 98 


67 


12 
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[For reasons given at p. 318» the columns to 
which an asterisk is prefixed have been recalculated in 
the manner there described^ and the results obtained 
embodied in the text. In the preceding Table, in 
order that the maxima and minima may be rendered 
more evident to the eye, and that the months in which 
they occur may be at once visible, all the maxima are 
distinguished by the sign +, which is subjoined to 
them, and the minima are similarly indicated by the 
sign -. The general means being obtained by a 
different method, sometimes vary a little from those 
quoted in the Essay.] 
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AN ESSAY 



OK SOME OP THE 



PHENOMENA OF ATMOSPHERIC ELECTRICITY. 



The capital discovery of Franklin of the identity of 
lightning with the electric discharge, is known to all 
the world: and every body is aware that, after an 
accumulation of clouds has, under certain circum- 
stances, taken place, and these clouds have ap- 
proached towards the earth, a flash between the 
two sometimes occurs, attended with precisely the 
same phenomena as those which result, in a minor 
degree, from the explosion of a charged electrical 
jar or battery. Franklin's experiment with the kite, 
and the contemporaneous experiments of Dalibard 
with an insulated metallic rod, seemed to be the 
commencement of a course of investigation which 
could not fail to explain both the causes and effects of 
atmospheric electricity; but the results have not 
accorded with the anticipation ; for, on account both 
of the peculiar difficulties attending upon the inquiry, 
and the want of systematic and co-operating observa- 
VoL. II. 2 B 



tioDB, which it is out of the power of individuat exer- 
tions to institute, we are more in the dark respect- 
ing this subject of surpassing and exciting interest, 
than with regard to most other branches of natural 
philosophy. 

Tlie electrical kite has often since been raised by 
other experimenters, but with scarcely any other result 
than a confirmation of Franklin's conclusions, with 
more or less striking phenomena. There is little 
difficulty ill performing the experiment, but it is not 
unaccompanied with danger in unskilful hands. The 
kite may be raised by its string precisely in the state in 
which boys are wont to use it ; but to a loop two or 
three yards below the kite is tied a conducting wire, 
coneisting of a fine lace thread, which is let out from an 
insulated reel by a persou placed to leeward. By this 
management, the conducting thread hangs as nearly 
perpendicular as possible from the string, which must 
also be insulated when let out to a sufficient length. 
Tliis apparatus aflbrds the most likely method of obtain- 
ing satisfactory observations on the electricity given to 
the air, by the passage of clouds. A rapid succession 
of discharges is also frequently obtained from it both 
during hot hazy days, when nu cloud is visible, and 
also occasionally in cold dense fogs in winter. 

A more permanent ajjparatus is honever absolutely 
necessary for a regular systematic couree of observation 
upon the electricity of the atmosphere ; and scarcely 
any essential improvement has yet been made in that 
of Mr. Bead, who, in the years 1790 and 1791, accu- 
mulated a valuable mass of facts on the subject, which 



are recorded iii the 82iid volume of tlic Phihsophicai 
Transacdotis. 

A new mode of insulation was described by Mr. 
Francis Ronalds, in the Quarlerlj/ Journal of Science 
for 1817, which has lately been applied with the most 
perfect success to atmospheric conductors, both at the 
Meteorological Observatory of the British Association 
at Kew, and at the Royal Observatory at Greenwich. 
The following fcrief account of the arrangements at 
the former station, may be taken as a model of the 
most perfect apparatus which our present knowledge of 
the subject will perhaps allow of our constructing. 

The dome in which an equatorial was formerly 
placed, has been converted into the electrical observa- 
toi-y. A circular pedestal, about eight feet in height, 
is firmly fixed in the middle of the room, and a plat- 
form, which is ascended by a few steps, surrounds the 
pedestal, so that the operator standing upon it, shall be 
at a convenient height to adjust and observe the 
various instruments. At the centre of the pedestal 
is fixed a strong glass pillar, supporting a vertical cop- 
per tube, tapering upwards; the length of this conduc- 
tor is twenty feet, — sixteen feet being elevated above 
the dome in the open air. The lower part of the con- 
ductor within the dome carries four horizontal branchee. 
placed at right angles to each other; these are for the 
purpose of bringing into connection with the con- 
ductor the various electrometrical instruments em- 
ployed. The electricity of the atmosphere is collected 
by means of a lamp-flame constantly maintained both 
night and day, and placed at the upper extremity 
2B2 
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of the conductor; by this plan, which Volta recom- 
mended, much more electricity is collected than by 
means of a metallic point ; the lamp is lowered and 
elevated when required, by means of a cord and pulley 
contained within the tube. 

The insulation of the conductor is preserved by the 
effective method proposed by Mr. Ronalds. The in- 
sulating glass support has in its interior a hollow conical 
space, the base of which opens into tke pedestal ; be- 
neath this opening is placed a small night lamp, which 
heats the air within the cone, and raises the temperature 
of the glass pillar. The upper part of the external 
surface of this pillar is not sufficiently heated to pre- 
vent the deposition of moisture, and is therefore, to a 
certain degree, a conductor ; the lower part also con- 
ducts slightly on account of its elevated temperature ; 
but there is a zone between these two parts, which in- 
sulates perfectly on account of the temperature of that 
part of the surface being sufficient to expel all moisture, 
and yet not sufficient to enable it to conduct. A 
conductor thus insulated, will retain its charge for hours 
without sensible diminution. 

Another peculiarity and advantage of this method 
of insulation is, that the active parts of all the electro- 
meters are suspended from the conductor, and are 
therefore uniformly charged, depending for their insu- 
lation on the warmed glass pillar only, and not, as 
usual, upon separate insulators, which dissipate the 
electricity unequally. 

A discharger in good substantial metallic commu- 
nication with the ground, is placed in such a way as to 



act on Laiib's electrometer for measuring the length of 
sparks in high states of intensity, and also as a safety 
valve in case of any dangerous increase of the same. 

For occasional observations, a jointed fishing-rod 
may be employed, terminating in a well-varnished rod of 
glass, to the end nf which is fixed the pointed end of a 
metallic wire, communicating at the other end with 
the electrometer. The power of this collecting rod 
may be increased by the flame of spirit of wine, con- 
tained in a piece of cotton fixed in a small spiral of 
wire at its highest extremity. 

Any delicate well-insulated electrometer may be 
employed with this apparatus; but perhaps none is 
preferable to the common pith-ball electrometer, used 
both by De Saussure and Volta, with a graduated 
quadrant, by which the repulsion of the balls may be 
measured. In very delicate experiments, the observa- 
tion may be made with a telescope armed with a 
micrometer. 

Saussure made use of very simple means to deter- 
mine the relation of the intensity of the charge to the 
distance of the balls. Ho took two electrometers, as 
nearly alike as possible, and electrified one of them till 
the balls repelled each other to a distance of six lines. 
He then touched the cap of the charged electrometer 
with the cap of the uncharged one, and thus divided 
the charge equally between them : the divergence of 
each was then found to be four lines. A diminution of 
half the charge was thus found to produce only a 
reduction of one-third of the repulsion. Upon again 
discharging one of the instruments, and renewing the 
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contact with the other, the divergence was 2*8. Upon 
again repeating the experiment, it fell to 1*9. He 
thus formed experimentally a table of the value of the 
degrees of each instrument, which every systematic 
observer should be at the pains to do. 

The galvanometer has also been adapted by M. 
CoUadon to atmospheric observations. For this pur- 
pose, it must consist of a fine wire of at least 500 coils 
perfectly insulated. The wire being first well covered 
with white silk, is placed in a strong solution of lac in 
alcohol, and then slowly coiled round the case of the 
instrument. It thus becomes gradually coated with 
an insulating varnish, much more efiicacious than the 
silk alone. In using this apparatus, one of the ends of 
the wire is connected with the metallic conductor em- 
ployed for collecting the electricity from the air, and 
the other is put in communication with the ground. 
The current produced by the flow of the electricity 
through the wire in its passage from the air to the 
earth causes the magnetic needle to deviate a number 
of degrees ^dependent upon its quantity. 

From repeated and long experience Mr. Read was 
perfectly satisfied that the aqueous particles suspended 
in the air are constantly electrified, requiring only the 
aid of a proper collector to render the effects of their 
electricity at all times sensible*. During a course of 
moderate weather, the electricity of the atmosphere is 
invariably positive; and exhibits a flux and reflux, 
which generally causes it to increase and decrease 



* Phil, Trans.y vol. Ixxxii. p. 225. 
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twice in every twenty-four hours. The moments of 
its greatest force are about two or three hours after 
the rising, and some time before and after the setting 
of the sun ; those when it is weakest are from mid-day 
to about 4 o'clock. The periodical electricity of the 
atmosphere seems to be manifestly influenced by the 
rise and fall of temperature. Warm small rain is 
always weakly electrified; and cold rain, which falls 
in large drops, is the most intensely electrified of any. 
The following Table of the results of a twelve- 
month's observations is taken from Mr. Bead's paper. 



Table XLV. 





Poritlve. 


Kflffative. 


Bparki drawn. 


May, 1791 . 
June . 


40 times 
45 


27 times 
22 


13 days 
5 


July 
August 
September 
October 


3(1 
33 
39 
37 


23 ' 
6 
11 

7 


8 

3 

19 

22 


Norember 


30 


8 


11 


December 


35 


11 


6 


January, 1792 
February 
Marcb . 


28 
36 
34 


8 

12 

8 


3 
2 


April 


30 


14 


8 




423 times 


157 times 


106 days. 



From an attentive examination of the whole of 
Read's observations, Mr. Luke Howard has derived 
the following general results* : — 



* Climate ((f London^ 2nd ed., vol. i. p. 145. 
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L The positiTe ekctricitj common to fiur wemther 
often jields to a negadre state before nin. 

2. In general the rain that first fidls after a de- 
pression of the barometer is negatire. 

3. AboTe fortj cases of rain in one hondred gire 
n^iatire electricitj ; althon^ the state of the atmo- 
sphere is positive before and afterwards. 

4. PodtiTe rain in a positiTe atmosphere occurs 
more rarel j ; perhaps fifteen times in one hundred- 
s' Snow and hail, unmixed with rain, are positive, 

almost without exception. 

6. Neariy forty cases of rain in one hundred 
afiected the apparatus with both kinds of electricitj ; 
sometimes with an interval in which no rain fell ; and 
so that a positive shower was succeeded by a negative* 
and vice versa: at others, the two kinds took place 
during the same shower. 

Mr. Read frequently observed that on some days 
the pith-balls exhibited a series of rapid changes, to 
account for which he was for a long time extremely 
puzzled. They were positive for one minute, then 
negative for another, and the next returned again to 
positive. He seems, however, to have referred them 
to the right cause, and one which probably has not 
been sufficiently taken into account in similar observa- 
tions; namely, an inductive influence upon the appa- 
ratus. To this we shall again advert. 

The observations of Schiibler, of Stuttgard*, which 
he made in the valleys of the South of Austria, from 



♦ BibL Univ.y vol. xlii. p. 203. 
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May, 1811, to June, 1812, several times in each day, 
are, perhaps, the most accurate and systematic i^i^hich, 
till very recently, have yet been made upon the elec- 
tricity of the atmosphere. They not only confirm the 
general conclusions of Read, but indicate with more 
precision the exact hours of the maxima and minima 
of intensity, and the changes which they undergo with 
the various seasons. 

We will endeavour to point out the laws which 
may be deduced from them by means of the follow-i 
ing Tables. 

The first exhibits the observations made on the 
11th May, 1811, at short intervals during a perfectly 
serene state of the weather, which lasted the greatest 
part of the day : the second includes observations at 
five different hours of each day, in the months of Octo- 
ber and November of the same year; and the third 
gives a general summary of all the observations made 
from May, 1811, to June, 1812. 
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Table XLVL 



Hour. 


ElcotrooMter. 


IlTKnMeop.. 


TlMnnonMlcr. 


Weather. 


4 A.M. 
5 

6 

7 


+ 5 
+ 6i 
+ 8 
+ li 


88 
88 

87 
86 




Perfectly serene: the 
sky became gnulu- 
ally misty. Dew wis} 
formed. 


8 


+ 13 


84 






9 


+ 10 


76 






10 
12 

2 p.m. 

4 


8 

7 

5* 


70 
63 

61 
60 




The horizon became 




perfectly dear, and 
of a pure bine colour. 


6 


5 


62 






6 


+ 6 


65 




1 Became again misty, 


74 


+ 8 


72 




> and the dew of even- 


8i 


+ 12 


83 




) ing formed. 


94 


+ 8 


86 




) ^ 


104 


7 


88 




VPerfectly serene. 


12 


6i 


88 




) 
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Table XLVH, 



INTENSITY OF JiLECTHICITY. 1 


oc 


OBBR. 






7fl.m. 


8lB.m 


3p,™. 


7 p.m. 


10p.in. 




1 


+ 8 


+ 19 


+ B 


+30 


+ 6 


Calm, hot. 


3 


+ H 


+ 8 


+se 


+ 16 


+ 11 


AI sp m. Ilgbt .iwmjr cloud,, wlUi 


3 


+ 7 


+ 18 


+ B 


+ 18 


+ ft 


SoMeiuidclHr, 


4 

6 
6 


+ 


+ 14 


+ 6 


+38 


+ 3 


U«n.ldKal«r:nin.t7. 


7 

8 


+ 10 


+ 7 


+ * 


+ 30 


+ 8 


Clood^ momfni: den md Oir- 


9 












Ugb( DllbL 


10 














12 


+ 6 


+ 17 


+ B 


+23 


+ 10 


Cl«.. 


13 


-14 





+ e 


+ 17 


+ 6 




15 














in 
17 
18 


+ 8 


+ 15 


+ 9 


+22 


+ 11 


Cl«r. 














19 














90 














SI 














33 

33 
34 


+ 7 


+ 13 


+ fi 


+27 


+ 10 


n«rr(o..i7p.n.. 














25 














3R 














a? 


-20 


-14 





- 3 


-40 


Niutli wind tad nln ; high bsmni. 


38 


+ 7 


+ 9 


+ 8 


+30 


+ 8 


ChMi|«bl., clar : fo« nl ? p.m. 


39 


+ ■> 


+ s 


-60 


+ H 


+ 6 


noi.J^ll,.rt«tn.t*;nlBhlcl«r. 


30 


f B 


- 


+ s 


- B 






31 


+ « 


+ 7 


-(■20 


+ e 


+ 6 


nandj, lllHbi nlDAls, IHciidIcu. 


NOVEMBRR. 1 




7l».niJoa.iii. 


2 p.m. 


fllp.m 


lOpji..; 1 


1 


+ B 


+ 7 


+ li 


+ 12 


+ 5 




S 






S 


20 


7 




3 




13 


5 


30 


10 


amrtaibot. 


4 








30 


3 


Clew i cloudr ennloi i UicTn. ■! «. 


13 






-SO 




4 


CI0111I71 nln Id thi Mttmiotm. 


16 






+ s 


-80 


3 




19 




20 


SB 


+ 17 


7 




n 






7 




6 


Clsu-, nld. 


28 


10 


13 


16 




11 


ChmngiBhle. tloudy, fog. 


37 




13 


20 




i; 


Cli>udT.»Hh«n»% 


SB 


11 


14 


D 




5| 




99 






15 


in 


,1 


OwcnlDrdoiid,; windiwnh.wiih. 


SO 






ai 




.1 


nutbgia^ vfrymW. 
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Montli. 



June, 1811 



July 



August 



September.... 



October. 



November.... 



December.... 



Jan. 1812 .... 



February .... 



March .. 



April. 



May 



Table XLVIH. 



Serene. 



Means of the) 
12 Months J 



Do. 



Do. 



Do. 



Do. 



Do. 



Do. 



Do. 



Do. 



Do. 



Do. 



Do. 



Do. 



Honn. 



4to6a.m. 



6 a. m. 



6 a. m. 



7 a.m. 



7 a. m. 



7 a* m. 



8 a. m. 



7 a. m. 



7 a. m. 



6^ a.m. 



6 



Pint Mlniinuin 

alBimiiie 
oraUtll«all«r. 



A. 
+ 6-64 
+ S-40 
+ 4*80 



+ 4-87 
+ 4*00 
+ 4*83 



+ 6 87 
■f 6-00 
+ 6-73 



+ 6*64 
+ 5-60 
+ 6-63 



+ 7-26 
+ 6*20 
+ 8-40 



+ 6*60 
+ 8*00 
+ 6*86 



+ 12*40 
-f 8*93 
+ 9*80 



+ 14*76 
+ 9-76 
+ 10*71 



+ 7-64 
+ 6*80 
+ 6-86 



+ 6*37 
+ 3*00 
+ 3*36 



H- 4*00 
■f 3*00 
+ 4-36 



+ 4*16 
+ 3*60 
+ 4*08 



+ 8-90 
+ 6-32 
+ 6*99 



Hows. 



6|to8a.m. 



«i 



7k 



8 



8i 



9 



10 



10 



9 



8i 



8 



B. 

+ 12-86 
+ 8*20 
+ 10*48 



+ 13-60 
+ 6-76 
+ 11-66 



+ 16-93 
+ 8-33 
+ U-76 



+ 16-43 
+ 8-00 
+ 13-96 



+ 16-36 
+ 8-12 
+ 12-22 



+ U-42 
+ 7-86 
+ 9-96 



+ 18-80 
+ 12-00 
+ 13-70 



+ 31-00 
+ 14-00 
+ 17-23 



+ 26*66 
+ 9*60 
+ 18-90 



+ 13-00 
+ 6-16 
+ 8^2 



+ 14*76 
+ 6-50 
+ 12*90 



+ 13-00 
+ 600 
+ 11*27 



+ 16*96 
+ 8*46 
+ 12-16 





ELKCTinci'lT. 
Taiilk XLVIir. conlinued 




SBl 






man. 


Becond 
fnni 


Bonn. 


ii= 


during 
Uulmiini ud 


El«lrta 
Fu™. 


dUriOf 

Scnoa 






lp.m 


A'. 
+ 3-93 
+ 3*83 
+ 4-22 


Op.™ 


B'. 

+ 12-00 
+ 7'BS 
+ 10-44 


1 :2-fl7 
1 4 2-13 
1 : 231 


+ 8-00 
+ 6-67 

+ 702 


+ 18 


S 


+ 4-66 
+ 4-00 
+ 4-42 


Bl 


+ 14-43 
+ 700 
+ 12-05 


1 : 2 96 
1 : 1-71 
I :3--I9 


+ 9-50 
+ 5-35 
+ 835 


+ 22 


t 


+ »-47 

+ 4-B6 
+ 6-S5 


ai 


+ 1011 
+ 10-00 
+ 16-20 


1 .2-82 
1 :189 
1 : 2 70 


+ 10-84 
+ 6-99 
+ 10-25 


+ 28 


3 


+ 6'0O 
+ 3-60 

+ 47fl 


8 


+ 16-01 
+ 9-00 
+ 14-80 


1 : 2-!l4 
1 : 1-88 
1 : 2-79 


+ io-a» 

+ «-33 
+ 10-25 


+ 25 


2 


+ 6-28 
+ 4 B3 
+ 6-03 


7* 


+ 1U71 
+ 8-00 
+ 18-« 


1 :2-6I) 
1 :l-60 
1 : 2 47 


+ 1283 
+ «-42 
+ 10-13 


+ 38 




« 


+ 8'23 
+ 8-40 


7 


+ 17-« 
+ 10-6B 
+ 13-57 


1 : 2-32 
1:1-27 
1 :l-64 


+ 11-77 
+ 8-13 
+ 10-7S 


+ 30 




! 


+ 12'B6 
+ 14-66 


c 


+ao-7i 

+ 19*41 
+ 10-84 


1 : 1-ae 
1 : l-2» 
1 : 137 


+ 10-29 
+ I4'12 
+ 14 72 


+ 35 




2 


+ 19- 10 
+ 16-8fl 

+ I7fi2 


6 


+ 31-83 

+as-(i4 

+ 27W> 


1 :l-85 
1 ■- 1-48 
1 : 1-58 


+ 24-46 
+ 1812 
+ 18'I3 


+.. 




2 


+ 10-27 
+ 11-30 


7 


+ 84-54 
+ 1310 
+ 19-80 


1 Ll-93 
1 12-03 


+ 18-47 
+ 9-70 
+ 14-10 


+ 55 




3 


+ 642 
+ 3-«3 
+ 6-80 


71 


+ 14-00 
+ 7-40 
+ 9-66 


1 :229 
1 i 1-98 
1 :3-«3 


+ 9-69 
+ 6-00 
+ 6-»3 


+ S1 




3 


+ 4-76 
+ 3-60 
+ 4-63 


81 


+ 7-58 

+ a-60 

+ 7-30 


I :2-66 
1 : 1-84 
1 :l-25 


+ 7-77 
+ 4-62 
+ 7-31 


+ 26 




S 


+ 4-33 

+ 4 -an 

+ 4 -SB 


•J 


+ U)a7 

+ 5-110 


1 : 2-75 
1 ;147 
1 :2 53 


+ 7-93 
+ 4-86 

+ 7-41 


+ 80 






+ etfj 
+ 68 1 
+ 7-61 




+ 17-01 

+ 10-73 

+ 14-97 


1 :2-27 
1 : 1-58 
1 ; 1-99 


+ 12--23 
+ 7«3 
+ 10-82 


+» 


1 
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From tke obsenmlioiis of Tmble XLVI. we learn 
tluU tliere is m fii^ miniinoin of int^isitj at 4 a.m^ 
and a first maximum at 8 a-w ; a secimd minimum at 
5 PJf ., and a second maximom at 8^ PJf . 

TaUe XLVn. shews that these maxima and minima 
Taiy a little in the exart horns ci their recurrence; 
but in taking the means of whole months we may 
obtain results which maj be p»fectlj relied upon. 

M. Schubler remarks that the electric periods are 
marked with the greatest intensity on days of per- 
fectly hot and diy weather, when luminous streams 
baTe been obserTed in the air bearing some analogy 
to those of the aurora borealis. 

In colunms A B, and A' B', of Table XLVIII. are 
inscribed the mean values of the maxima and minima 
of each month, as well as the hours on which they 
fall. In each column there are three groups of 
figures, which indicate the maxima, minima, and mean 
amounts. From June, 1811, to January, 1812, it will 
be seen that the hour of the minimum continually 
advanced, while from January to May it receded. 

The same observation, with two or three trifling 
exceptions, may be made with regard to the hour of 
the first maximum ; but the epoch of the second mini- 
mum appears to be invariable, while the last maximum 
follows a course inverse to that of the first. 

We find, moreover, that the electric force, both 

for the maxima and minima, increases from the month 

of July to the month of January inclusive; so that the 

eatest intensity takes place in winter and the least 

summer, and in calm weather in winter the increase 
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of electricity is always proportioned to the increase of 
cold. The means of the twelve months placed at the 
bottom of the Table, moreover show that the intensity 
of the first minimum and maximum is something lower 
than that of the second. 

The accuracy of these observations has since been 
confirmed by M. Arago, who, moreover, found that 
sparks of electricity might sometimes be drawn from 
the conductor in perfectly serene weather. 

I will now present in a Table a recapitulation of 
the observations made by M. Schiibler, at Stuttgard, 
in times of rain, snow, and storms, during the same 
twelve months. 
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ELECTRICITY DURINK RAIN ANB 8SOW. 


ELECT R1CIT\ 


ill 


H.„«I,„„.or«...«,c„ 


M... !>««. 


/^l.M. 1 Tf^liW. 


iMftllFT. 


»„„... 


Mnr. 


JfM. 




+ 400 durim ■ 1 - «0 dnrtiv - 
rtomonlhilit; 1 rt.«in nn thi 
nlnud hill St 3Mb; bird nln. 


Odmyi. 


~ m, duf- 

IngSdi^,. 


+ 16 


+ M, 
on the 


S'7II». 


i^^ 


+ BOD. on the 


ISIbiMonnuid 
nJn. itt Ifa> b.- 
nnnlng + iO. 


.Id.)* 


- n>, dnr- 
IngsdiT, 






twbu. 


Aug. 


+ M. on U.e 
lundlSl TBTJ fiu-. 


Wlh. 4 p m , 


+ WOdnrU.p 

7dv". 


-SO.diuIng 

7d.r>. 


+ M 


10tt,7 


IMIaa. 


8^t, 


+ ,WonUioS70.. 
7 p.n..; Bi»U 


^lliln""'' 


+ 30 during 
Idw. 


- 10. during 
»dwi. 


+»o;i 


+ M. 


070 hu. 


Oct. 


7 p.m. : min. 


- «». on ihe 
h.rd'r^n.'""' ■ 


+ »S during 
Idvi 


isr- 


+ 18 


+ w. 

iSlh, 


lasiu. 


Not. 


Hi""^ 


~£^\T. 


+ M, iwloe 


-la,3Uaia 


+ W1 


+ w. 

IHh, 
»p.m. 


oeiini 


Dk. 


+ so. OD th. 

Mrd. fl p.m., 
with wind uid 


«(h, J p.m., 
wltb Kind ud 
mIn. 


+ M.9tiin» 


-lj;.aUniB 
with nln. 


+ 337 


+ 3B 


l'411w. 




+ 70. on Ihe 
131b, s p-m., 
wltb II.IKX miw. 


- M, on tho 


+40. 7 lime. 


iE'x" 


+ WI 


+ 41. 

aoih, 
Opn,, 




'"■ 


*££rl 


- ISO on tba 

wlth'nln, allcr'- 
n.to«-llh+. 


+ 4l,t«lM 


-44.etlin«. 
rain. DDOO 


+ 53-S 


+ is, 
4iU, 7 


,.,^ 


Horcb 
April 


4- JOO, on th. 
Hh.ipm.-lU, 
■now uid hill. 


- WO on 11.. 
njilewKh'+llO- 


+ 74,6t(m» 


limn, with 
fn^w. 


..,. 


+ !!, 




+ si. on tbp 


- Wi on (he 
«nd, H p-Di , 
with raid. 


+ 40,.d.j» 

"""■"■ 


-.Vl,6dsj. 

with rain. 


+ 1SS 


7lh. 


iasin4. 


M.X 


+ 60.1. on tbs 
IBih. S ..m,: 
.toroi.wllhhKd 


awb, e pm.; 
violsot rtorm 
■Dd l*mp»t. 
with imln. 




_17».«d»r. 


+ 1* 


+ "■ 


1-14 In.. 


Uoui 


+ <wo. 


-600. 


+ 117, dur- 
ing 7id«j^ 


Tnirradvs. 


+ «■* 


+ M 


.,.„^ 



On examiiiing the results recorded in this Table 
and comparing them with tliat in Table III., we find 
that the electricity of the atmosphere in cloudy wea- 
ther is still positive, and more intense in winter than 
in summer; that, during storms, or when it rains or 
snows, it is sometimes positive, sometimes negative, 
and much stronger than in fine weather. 

The days of positive precipitations were 71, of nega- 
tive 69 ; so that the days of positive and negative may 
be said to be sensibly equal. 

It often happens that the electricity changes its 
sign many times in the same day; a remark which has 
been made both by Arago and De Saussure. The for- 
mer observed 11, and the latter 14 such changes dur- 
ing storms. 

The periodical increase and decrease of intensity is 
so regular as evidently to be connected with the posi- 
tion of the sun above or below the horizon, and is pro- 
bably directly dependent upon the ultimate tendencies 
to precipitation and evaporation produced by the regu- 
lar changes of temperature communicated to the air. 
It should also be carefully remembered that similar 
and contemporaneous changes seem to affect the mag- 
netic phenomena of the earth. The established con- 
nexion of the two forces gives an interest to such 
coincidences, from the attentive observation of which 
we may hope that light will be thrown upon their 
mysterious relations. 

De Saussure found that the electricity of the air 
varies in different places; that it is strongest in high 
isolated situations; that it does not manifest any 

Vol. II. 2 C 



386 ON ATMOSPHERIC 

activity in houses, under trees, in streets, or generally 
in inclosed parts. It may, however, be traced in the 
squares, and on the quays of bridges of lai^ towns. In 
the latter situations he even found it stronger than in 
the open country. 

M. Becquerel* found in serene weather, that the 
increase of intensity with the height, was very decided, 
and he established the fact in a very ingenions way. 
He ascended the Grand St. Bernard with M. Breschet, 
and upon one of the small plains in the neighbourhood 
of the Hospice they extended a piece of gummed silk 
three metres long, and two wide, and disposed upon it a 
gilt silk thread eighty metres in length. One of the 
ends of the thread was put in communication with the 
cap of the electrometer, by means of a running knot, 
and the other was attached to the shaft of an arrow, 
which was then shot into the air from a well-bent bow. 
The arrow, as it rose in the air, carried the thread with 
it, and detached it from the electrometer after it had 
been completely unrolled. The straws of the electro- 
meter separated more and more as the arrow rose, and 
the repulsion was so strong, that they ultimately struck 
the sides of the glass by which they were covered. The 
conducting thread being separated from the electro- 
meter, the instrument retained its charge, which was 
found to be positive. When the thread, instead of 
being attached to an electrometer, terminated in an 
insulated spiral, the electrical current was strong 
enough to magnetize small needles. 
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lat the electricity was not produced by the fric- 

of the arrow passing through the air, was proved 

shooting the arrow in a horizontal direction, wlien 

effect was produced upon the electrometer. 

I From these experiments, it is clear that the positive 

electricity with which tlie air is always charged in 

^erene weather, increases upon high mountains from 

'■ feet to a height of about 250 feet above them. M. 

.^ lecquerel, moreover, fomid that the conducting wire 

Jways indicated the same species of electricity, without 

loy sigUB of a change from positive to negative. With 

•egard to the sources from whence the air receives its 

•lectric charges, we are in a state of great ignorance 

ind uncertainty. 

Up to the time of the late experiments of Dr. 
Faraday upon the electricity of effluent steam, little 
doubt was entertained that the processes of evaporation 
and condensation were the most active in supply. 

The occasional negative charges of the atmosphere 
►it would be more difficult to account for, if the obser- 
vation of M. Pouillet should be confimied, that the 
evaporation of pure water is unaccompanied by any 
excitement of electricity. If this were not the case, 
the ultimate evaporation and precipitation of clouds in 
the upper atmosphere, might obviously produce strata in 
k opposite states of charge. The influence of induction 
might indeed produce such alternations, and would 
Teiy well account for the sudden changes which often 
take place in stormy weather. For suppose two strata 
of clouds above the earth, (and storms never take place 
unless more than one is present,) and the upper one to 
2C2 
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be strongly electrified with a positive charge; the 
under one would be polarly charged by its influence. 
Its upper side turned towards the charged cloud would 
be in the negative state, and its under side towards the 
earth positive. If rain were now to begin to fall from 
the second cloud, it would reach the earth in positive 
drops ; but if, while the process of precipitation con- 
tinued, the influence of the first cloud were withdrawn 
or annihilated, the second cloud, having parted with its 
positive electricity, would remain in the negative states 
and the rain which would subsequently fall, would con- 
sequently be found in the same state. The positive 
electricity of the cloud under induction might also pass 
off by a disruptive discharge, and leave it in the nega- 
tive state, which, when the influence of the inducting 
cloud passed away, would leave the surrounding air in 
the same state. It is easy to perceive that in this way 
rapid alternations of the two states might readily occur. 

Whether the processes of vegetation and vegetable 
evaporation have any influence upon the atmospheric 
charge is quite undecided; but that trees and other 
plants draw off the electricity of the air, and are perpe- 
tually tending to neutralize it with that of the earth, 
is a well established fact. Whether their own juices 
and secretions undergo any change during the process 
is, however, a point for further inquiry. 

The theory which ascribes the development of 
atmospheric electricity to evaporation receives con- 
siderable support from the fact that the eruptions of 
volcanoes, in which enormous volumes of steam are 
discharged into the air and condensed, are constantly 
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accompanied by discharges of thunder and lightning, 
and the most violent storms occur at times, and in 
situations where the largest quantities of vapour are 
generated. 

It is not difficult, upon the principles of electrical 
science, to form an idea of the process by which the in- 
tensity of electricity may accumulate upon a cloud till 
it reaches the point of disruptive discharge. Each of the 
first minute globules which are precipitated from the 
vapour will possess its own small share of electricity 
upon its surface, and as long as the globules remain 
isolated and thinly scattered there it will remain. 
When the globules begin to coalesce the electricity 
will still seek the surface of each increasing drop, and 
increase in intensity. When condensation takes place 
more rapidly the whole body of the cloud may be 
looked upon as a good conductor, and the electricity, 
as it is set free in the interior, will at once fly to the 
general surface, and by this process of concentration 
the force (which was at first, when diffused over a wide 
space, of low intensity,) acquires an enormous tension. 



THE END. 
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